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Evans Printing Co., Concord, N. H. . 
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COUNTY OFFICERS 
1924 





ANDREW J. HOOK, Warner. 


SOLICITOR 
HERBERT W. RAINIE, Concord. 
SHERIFF 
GEORGE A. WOOSTER, Concord. 
CLERK OF SUPERIOR COURT 
GEORGE M. FLETCHER, Concord. 
JUDGE OF PROBATE 


*HON. CHARLES R. CORNING, Concord. 
tHON. EUGENE W. LEACH, Concord. 


REGISTER OF PROBATE 
I. EUGENE KEELER, Concord. 


*Deceased October 18, 1924. 
fAppointed December 10, 1924. 
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REGISTER OF DEEDS ° 


EDMUND H. BROWN, Concord. 


AUDITORS 





BELLE E. LORDEN, Franklin. 


FARM PHYSICIAN 


K, T. DRAKE, M.D., Franklin, 


CHAPLAIN 


REV. DANIEL McINTYRE, Boscawen. 


REPORT OF THE COUNTY COMMISSIONERS 


To the Citizens of Merrimack County: 


_In accordance with the Public Statutes of the State of 
New Hampshire, the Commissioners of Merrimack County 
herewith present the annual report of the County Com- 
missioners, Treasurer, Superintendent of Farm and House 
of Correction, Clerk of the Superior Court, Sheriff, 
Jailor, Solicitor, Farm Physician, Chaplain, and Auditors 
for the year ending December 31, 1924. 


County Farm 


The County Farm at Gerrish continues under the 
efficient direction of Mr. and Mrs. J. M. Lorden as Super- 
intendent and Matron. For the deep interest shown in 
their work, for the good care provided for those in their 
charge, and for the general satisfactory condition of 
affairs existing at this institution, we desire to publicly 
express our appreciation to them and their faithful corps 
of officers. During the year all necessary repairs to the 
buildings have been made and the farm is in a high 
state of cultivation, thus making it possible to raise a 
large amount of produce, which also makes it possible to 
keep the net cost per capita to a very reasonable figure. 
The cash income at the farm during the past year was 
$14,442.85. The items making up this total may be found 
in the report of the Superintendent on another page, as 
well as much other data, 
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EXPENSE OF MAINTENANCE 


Amount of orders drawn against the 


farm $40,025.56 
Inventory personal property, Jan- 
uary 1, 1924 30,898.03 
Amount due the farm January 1, 
1924 2,646.28 
$73,569.87 
Inventory personal property Jan- 
uary 1, 1925 $30,585.65 
Cash receipts at farm for 1924 — 14,442.85 
Amount due the farm January 1, 
1925 2,001.42 
$47,529.92 
Balance against the farm $26,039.95 
Total number of weeks board and care fur- 7 
nished inmates and prisoners 5.422 
Average net cost per week per capita $4.20 


Poor Away From Farm 


During the year 1924 the sum of $31,939.18 was ex- 
pended for the care of the poor away from the farm, 
This is a slight decrease from the previous year. 


JAIL 


During the year a considerable amount of repair work 
upon the Jail buildings has been done, both inside 
and out. Most of this work has been done by the prison- 
ers under the direction of Sheriff Geo. A. Wooster, in 
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whose efficient custody the Jail continues. For the num- 
ber of commitments, etc., we would refer you to the 
Jailor’s report on another page. 


FINANCES OF THE COUNTY 


The receipts from all sources during the year were 
$197,588.26, and the total expenditures $185,850.91, 
leaving a balance in the hands of the Treasurer at the 
close of the year of $11,737.35. Merrimack County had 
no outstanding bonds or notes and no unpaid bills which 
had been presented and approved on December 31, 1924. 


VALUATION OF COUNTY PROPERTY 


Almshouse, court house and jail $214,500.00 
Personal property at farm 30,585.65 
Personal property at court house 5,000.00 
Personal property at jail 500.00 


In submitting this report to the citizens of Merrimack 
County, we wish to deeply acknowledge our appreciation 
of the loyal support and hearty co-operation which has 
been so freely given us by all its officers and citizens. 


Respectfully submitted, 


ARTHUR H. BritTTOon, 

JOHN G. McQUILKW, 

FREDERICK A, HOLMES, 
Commissioners of Merrimack County. 


Allenstown 
Andover 
Boscawen 
Bow 
Bradford 
Canterbury 
Chichester 
Concord 
Danbury 
Dunbarton 
Epsom 
Franklin 
Henniker 
Hill 
Hooksett 
Hopkinton 
Loudon 
Newbury 
New London 
Northfield 
Pembroke 
Pittsfield 
Salisbury 
Sutton 
Warner 
Webster 
Wilmot 
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RECEIPTS 
County TAaxeEs, 1924 


$2,880.89 
1,886.85 
1,914.46 
1,813.21 
1,371.42 
1,389.82 
1,141.31 
48,257.25 
846.78 
837.58 
1,527.89 
13,318.35 
2,604.77 
994.05 
2,558.75 
3,175.42 
1,500.27 
1,757.99 
2,209.00 
2,724.42 
3,948.57 
3,580.41 
717.92 

: 1,095.29 
2,273.42 
966.44 
607.47 


$107,900.00 


State vs 
State vs 


State vs. 


State vs 


State vs 
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. Butler 
. Brosley 
Lafond 


. Sweet 


. Node 


FINES AND FORFEITS 


January 


March 


April 


July 


Concord Police Court, fine 


September 


Concord Police Court, fine, Ross 
Bond forfeit, Fitter 


October 


Concord Police Court, fine 


December 


Concord Police Court, State vs. Roy 
Franklin Police Court, State vs. Labelle 


$25.00 
50.00 
50.00 


100.00 
100.00 
75.00 


100.00 
1,000.00 


100,00 


1,024.72 
25.00 


$2,649.72 
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INCOME FROM INSTITUTIONS 


January 
Use of Jail $198.00 
J. M. Lorden, Supt., Farm Receipts 334.10 
February 
J. M. Lorden, Supt., Farm Receipts 836.89 
March 
J. M. Lorden, Supt., Farm Receipts 939.41 
J. M. Lorden, Supt., Farm Receipts 338.25 
April 
J. M. Lorden, Supt., Farm Receipts 500.00 
Rent Court House 50.00 
May 
J. M. Lorden, Supt., Farm Receipts 1,712.19 
June 
J. M. Lorden, Supt., Farm Receipts 1,341.06 
J. M. Lorden, Supt., Farm Receipts 593.02 
July 
Use of Jail 211.00 
J. M. Lorden, Supt., Farm Receipts 958.79 
September 


J. M. Lorden, Supt., Farm Receipts 1,459.50 
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October 
J. M. Lorden, Supt., Farm Receipts 
November 
J. M. Lorden, Supt., Farm Receipts 
December 


J. M. Lorden, Supt., Farm Receipts 
J. M. Lorden, Supt., Farm Receipts 


$14,901.88 
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$1,123.43 


2,164.96 


444.34 
1,696.94 


REIMBURSEMENTS FOR SUPPORT OF Poor 


February 


Refund, Foley 


December 


Refund, City of Concord 
Refund, City of Concord 


INTEREST 


Mechanicks National Bank, Daily Balances 
Mechanicks National Bank, Daily Balances 
Mechanicks National Bank, Daily Balances 


$30.00 


27 50 
20.00 


$77.50 


$62.67 
35.75 
104.55 


$202.97 
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LOANS 
January 
Note No. 180 $10,000.00 
February 
Note No. 181 10,000.00 
March 
Note No. 182 10,000.00 
Note No. 183 10,000.00 
June 
Note No. 184 20,000.00 


$60,000.00 


OTHER RECEIPTS 
December 


State of New Hampshire, partial refund for ex- 
pense in capture of Hause $973.48 


SALARY CoUNTY OFFICERS 


January 


A. H. Britton, commissioner $250.00 
J. G. MeQuilkin, commissioner 250.00 
F. A. Holmes, commissioner 250.00 
G. A. aEDpatert sheriff 250.00 
H. W. Rainie, solicitor 200.00 
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February 

A. J. Hook, treasurer 
April 
A, H. Britton, commissioner 
J. G@. MeQuilkin, commissioner 
F. A. Holmes, commissioner 
G. A. Wooster, sheriff 
A. J. Hook, treasurer 
H. W. Rainie, solicitor 
W. J. Ahern, auditor 
EH. L. Page, auditor 
July 

A. H. Britton, commissioner 
J. G@. MeQuilkin, commissioner 
F, A. Holmes, commissioner 
G. A. Wooster, sheriff 
H. W. Rainie, solicitor 

August 
A. J. Hook, treasurer 

October 
A. J. Hook, treasurer 
G, A. Wooster, sheriff 
H. W. Rainie, solicitor 

November 


A. H. Britton, commissioner 
J. G@. McQuilkin, commissioner 
F. A. Holmes, commissioner 


13 


$100.00 


250.00 
250.00 
250.00 
2:50.00 
100.00 
200.00 

50.00 

50.00 


250.00 
250.00 
250.00 
250.00 
200.00 


100.00 


100.00 
250.00 
200.00 


250.00 
250.00 
250.00 


$5,300.00 
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EXPENSES COUNTY OFFICERS 


January 
A. H. Britton, commissioner $12.48 
J. G. MeQuilkin, commissioner 47.20 
F. A. Holmes, commissioner 41.80 
A. J. Hook, treasurer, premium on bond 82.50 
April 
A .H. Britton, commissioner 9.60 
J. G. MeQuilkin, commissioner 25.00 
F. A. Holmes, commissioner 39.25 
July 
A. H. Britton, commissioner 19.28 
J. G. MeQuilkin, commissioner 38.92 
F. A. Holmes, commissioner 46.19 
November 
A. H. Britton, commissioner 13.96 
J. G. MeQuilkin, commissioner 45.75 
F’. A. Holmes, commissioner 42 68 
$468.11 
CARE AND SUPPLIES FoR Court Hovuss 
January 
Coneord Gas Co., gas $0.95 
Morrill & Foster, insurance 30.00 
Cragg Bindery, records 59.85 
W. D. Chandler, P. M., stamped envelopes 66.48 
Concord Electric Co., lighting 18.72 
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I. E. Keeler, telephone tolls 
EK. C. Eastman Co., supplies 
H. K. Larsen, labor 

H. E. Hilton, copying 

Concord Ice Co., ice 

Concord Press, printing 

Evans Printing Co., printing 

F. W. Knowles, insurance 

N. C. Nelson & Co., repairs 

K. C. Eastman Co., supplies 

State of New Hampshire, certified copy 
W. C. Jones, services and cash paid out 
Concord Water Works, water 

I. E, Keeler, postage 

K. A. Crowley, services 

V. M. Holmes, services 


February 


Art Metal Construction Co., filing cases 
Concord Gas Co., gas 

I. E. Keeler, postage 

N. E. Tel. & Tel. Co., service 
Shaw-Walker Co., filing cases 

E. C. Eastman Co., supplies 

I. H. Hammond, ruling 

Concord Electric Co., hghting 

Byron Weston Co., supplies 

Tenney Coal Co., coal 

W. C. Jones, services and cash paid out 
V. M. Holmes, services 


March 


C. T. Staniels, supplies 
F. W. Landon, supplies 
Concord Gas Co., gas 
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Shaw-Walker Co., supplies 

Coneord Electric Co., lighting 

H. K. Larsen, labor and supplies 

N. E. Tel. & Tel. Co., service 

W. D. Chandler, stamps 

G. L. Lincoln Furniture Co., supplies 

Vera M. Holmes, services 

W. C. Jones, service as janitor and cash paid out 
Evans Printing Co., printing 


April 


Concord Press, printing 

Cragg Bindery, record books 
Rumford Press, printing 
Chandler Press, printing 

Geo. R. Leavitt, printing 

Evans Printing Co., printing 
Concord Electric Co., lighting 
Concord Lumber Co., coal 

N. E. Tel. & Tel. Co., service 
Brown & Saltmarsh, supples 
K. C. Eastman Co., supplies 
Concord Water Works, service 
Concord Lumber Co., coal 

V. M. Holmes, services 

K. A. Crowley, services 

W. C. Jones, services janitor and cash paid out 


May 


Towne & Robie, supplies 

Union Publishing Co., directory 
N. E. Tel. & Tel. Co., service 
Rumford Press, binding 
Concord Lumber Co., coal 
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Brown & Saltmarsh, supplies 

Jackman & Lang, insurance 

EK. C. Eastman Co., supplies 

I. E. Keeler, postage 

W. C. Jones, services janitor and cash paid 
V. M. Holmes, services 

EH. H. Brown, copies 


June 


J. B. Clarke Co., printing 
Evans Printing Co., printing 
EK. C. Eastman Co., supplies 
Concord Electric Co., lighting 
H. K. Larsen, labor 

W. B, Ranney Co., printing 
N. E. Tel. & Tel Co., service 
Concord Lumber Co., coal 
Rumford Press, printing 

E. C. Eastman Co., supplies 
W. B. Ranney Co., printing 
Line-a-Time Mfg. Co., supplies 
I. E. Keeler, postage 

V. M. Holmes, services 


W. C. Jones, services janitor and cash paid 


July 


V. M. Holmes, services 
Concord Lumber Co., coal 

N. E. Tel. & Tel. Co., service 
Concord Electric Co., lighting 
Geo. R. Leavitt, printing 
Concord Gas Co., gas 


2 


lv 


$0.60 
90.00 
6.65 
31.68 
111.38 
75.00 
9.35 


20.00 
578.84 
16.10 
13.14 
3.36 
61.75 
23.15 
93.16 
20.00 
1.42 
32.50 
18.00 
18,50 
75.00 
113.83 


75.00 
406,25 
28.05 
3.84 
22.00 
1.46 
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V. M. Holmes, services 

Byron Weston Co., paper 

W. B. Ranney Co., printing 
Concord Water Works, water 
A. H. Chase, copies of opinions 
W. C. Jones, services and cash paid out 
F. Shepard Co., supplies 

EK. C, Eastman Co., supplies 
Concord Press, printing 

Evans Printing Co., printing’ 
K. A. Crowley, services 
Jackman & Lang, insurance 
Geo. R. Leavitt, printing 


August 


Paul E. Kilton, bookbinding 

O. B. Messenger, labor 

N. E. Tel. & Tel. Co., service 

Concord Electric Co., lighting 

Evans Printing Co., printing 

I, H. Hammond, ruling 

HK. C. Eastman Co., supplies 

Underwood Typewriter Co., supplies 

Brown & Saltmarsh, supplies 

W. B. Ranney Co., printing 

W. C. Jones, services court messenger and cash 
paid 

I. E. Keeler, postage 


September 


Lugg Construction Co., repairs 
Towne & Robie, printing 
Concord Press, printing 
Tenney Coal Co., coal 


$75.00 
16.00 


16.50 


18.65 
11,70 
111.33 
6.00 
90.40 
10,00 
5.00 
40.00 
37.50 
16.25 


347.80 
25.00 
19.55 

3.60 
26.25 
2.50 
7.10 
8.00 
80 
8.50 


128.70 
30.50 


120.30 
22.00 
12.00 

320.00 
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W.C, Jones, services court messenger and cash 
paid out 

V. M. Holmes, services 

Concord Gas Co., gas 


October 


W. A. Stone, typewriter 

Concord Electric Co., lighting 
Concord Gas Co., gas 

K. C. Eastman Co., supphes 
Concord Furniture Co., supplies 

N. E. Tel. & Tel. Co., service 

Geo. R. Leavitt, supplies 

M. J. Lee, repairs 

Concord Water Works, water service 
K. A. Crowley, services 

Harry G. Forrest, services 

C. F. Mudgett & Son, painting 

E. C. Eastman Co., supplies 

G. L. Lincoln & Co., shades 

W. C. Jones, services as janitor and cash paid out 
I. E. Keeler, postage 

N. E. Tel. & Tel. Co., service 
Coneord Electric Co., lighting 

V. M. Holmes, services 


November 


Brown & Saltmarsh, supplies 
Concord Electric Co., lighting 
N. E. Tel. & Tel. Co., service - 
G. R. Leavitt, printing 

W. B. Ranney Co., printing 
Thos. C. Hill, services 

Evans Printing Co., printing 


a 


$181.62 
75.00 
50 


62.87 
9.84 
1.23 
4.00 

534.41 

26.20 
8.50 
8.95 

16.70 

40.00 

40.00 

1,337.70 
3.50 
6.00 

182.25 

28.95 

35.39 

15,60 

75,00 


7.35 
14.40 
14.50 
37.50 
27.50 
25.00 
10.00 
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. W. Landon, services 
. C. Jones, services as janitor and cash paid out 
M. J. Lee, labor and supplies 
I. KE. Keeler, postage 
I. H. Hammond, supplies 
V. M. Holmes, services 


December 


City of Concord, spraying trees 
N. E. Tel. & Tel. Co., service 
Concord Press, printing 
Concord Electric Co., lighting 
Brown & Saltmarsh, supplies 

T. C. Hill, services 

H. K, Larsen, labor 

G. R. Leavitt, printing 

W. B. Ranney Co., printing 

M. J. Lee, repairs 

‘Concord Gas Co., gas 

J. E. Keeler, postage 

F. W. Landon, labor 

Art Metal Construction Co., fixtures 
Library Bureau, fixtures 

Evans Printing Co., printing 
Birmingham Pen Co., supplies 
Concord Press, printing 

E. C. Eastman Co., supplies 

W. C. Jones, services as janitor and cash paid out 
T. C. Hill, services and expenses 
V. M. Holmes, services 

Cragg Bindery, books 


$4.50 
160.96 
24.70 
14.95 
20.00 
75.00 


12.50 
36.41 
24.25 
27.06 
st3) 
26.00 
4.20 
12.75 
43.50 
2.08 | 
70 
18.00 
2.50 
189.17 
318.25 
5.50 
3.00 
56.50 
4.85 
130.33 
51.00 
75.00 
94.25 


$11,407.64 
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eo. Phillips 
. Cheney 
. Gage 
. Emery 
olby 
. Moore 
. Wells 
Boynton 
. Silva 
nivotan 
. Jenness 
. Pingree 
. Tilton 
. Sanborn 
. Martin 


Se ee Soe ee ee eee 


arta 


| ed 
09 
0g. 
B 


JuRY Pay “ROuL 


January 


Petit Juror 


ce 


February 


Petit Juror 


6é 


$5.44 

8.00 

4.00 
50.22 

4.00 

8.00 
28,61 
31.22 
10.50 

4,64 
66,65 
54.45 
36.98 
24 40 
58.30 
13.00 
60.46 

4,00 
66.00 
58.90 
51.00 
64.83 
57.75 
15.90 


62.74 
57.45 
56.67 
47.90 
12.00 
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March 
A. C. French Petit Juror $59.63 

_ May 
EK. W. Howe Grand Juror 18.56 
K. C. Moore a) 4.00 
C. J. Holmes ; aS 8.92 
C. E. Buzzell Ne 14.24 
G. S. Davis A 4.00 
G. M. Goings ba 18.80 
J. E. Welch Ai 4.12 
G. S. Davis ’ a 9.40 
A. F. Foster & 10.24 
R, E. Gray FS 6.79 
J. E. Rainville ce 5.88 
R. W. Weir £ 4.24 
W. G. Crosby “s 4.96 
E. C. Sanborn a 8.69 
C. C. Moore 4 1.92 | 
E. B. Phelps iN 9.69 
W. Ralph a 8.38 
F. A. Deragon ‘ 8.68 
R. P. Prince te 6.08 
Hen veh _ . 18.76 
G. H. Buswell 4 4.12 
D. 8. Rogers a 4.12 
S. Q. Cummings 3 4.12 
D. J. Kenney a 4.12 

June 
H. M. Kimball Petit Juror 54.60 
F.. KE. Colby 7 20.48 
J. K. Clinton od 56,12 
W. F. Esty ny 5.44 


F. S. Page er 4.12 
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W.S. Chesley Petit Juror $4.12 
J. Hunneberry wg 4.12 
F. B. Powell ey 4.12 
H. S. Roberts We 5.95 
C. M. Harriman a 72.10 
C. Bartlett t 82.37 
A. F, Oyston os : 52.12 
S. W. Lake & . 102,69 
B. H. Mann 4 4.44 
G. W. Sumner a 38.52 
D. W. Hawthorne ie 8.28 
E. C, Bugbee i 124.40 
R. J. Martin ig 111.90 
S. P. Dearborn 48.12 
F.. Currier rf 5.04 
A. H. Knight oi 53.84 
N. Dow 7 4.12 
J. W. Morrison fs 7.64 
K. R. Caveney be 22.96 
A. W. Easter Fp 7.86 
J. A. Hale ve 8.36 
W. M. Burnham oa 6.32 
F. J. Mead Hh 712 
W.S. Munroe ae 4.12 
A, E. Cheney vi 7.75 
C. A. Richardson h 56.12 
H. C. Hadley de 5,52 
E. F. Messer A 130.35 
B. H. Fowler Ae 84.46 
C. C. Currier a 4.12 
July 
BE. M. McCrillis Petit Juror 5.20 
EK. J. Hardy s 4,00 


G. W. Hillard x 4.00 


bo 
uN 


W. Harriman 
. C. Jewett 

J. Hoyt 

. C. Healey 
J. Lajoie 

O, Bebeau 
E. Clinton 
K. Bilsborough 
L. Davis 

I. Huse 

. Putney 

H. Chase 

. E. Bailey 

A. Griffin 
G. Frye 

J; Martin 

EK. Emerson 

. F. Flanders 


at Richardson 
. N. Carboneau 
. P. Dow 

H. Fowler 
W. O’Brien 
P. Dearborn 
T. Messer 

W. Lake 

M,; Reed 

O. Bebeau 

P. Grew 

A. Benson 

. H. Knight 

. C. Bugbee 

. M, Keniban 

. FE. Oyston 


i Beg sng Sos hg Ae i IS Spd A ag 


. FE. Flanders, Jr. 
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Petit Juror 


cc 
¢¢ 


(a4 
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J. K. Bilsborough Petit Juror $4.00 
E. D. Stevens 3 10.96 
A. S. Dame i 108.40 
L. H. Stone ts 11.20 
G. M. Hilliard $¢ 101.62 
H. N. Matott ss 80.91 
S. A. Hirtle s§ 8.44 
A. C. Leavitt $$ 60.24 
EK. C. Marden $6 TL 
J. A. Huntoon 4s 24.80 
J. F. Harrison ‘ 52.12 
C. W. Rowe He 7.39 
S. M. Chase | As 7.96 
Wh, 4h. Parker 4 4.12 
J. G. Frye “ 96.47 
EK. D. Messer “s 11.56 
E. B. Ford “¢ 12.40 
J. H. Perkins Ff 8.92 
F. V. Meade us 7.15 
W. iH. Turcotte Ff 22.28 
A. W. Reeves ¥ 8.41 
F. W. Bill < 4.12 
H. D. Rowe a 10.35 
C. R. E. Gage 1 12.16 
C. P. Stevens ce 8.36 
C. H. Chase te 123.50 
N. P. Dow pe 60.37 
E. J. Hardy vs 75.90 
C. Stake af 5.97 
J. Slater oe 5.97 
W. N. Johnston ee 5.32 
C. E. Colby pf 5,08 
G. Horner “§ ‘sya a 
B, F. Tenney o , 11.20 


C. F. Roberts if 4.52 
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FE. EK. Emerson 
H. Bailey 

A. G. Merrill 
N. J. Chase 

E. Batchelder 

F.. Howard 

J. C, Brown 

KF. P. Green 

W. Chenette 

L. H. Russell 
Perley A. Foster 
J. H. Hasleton 
A. J. Morency 
H. N. Matott 
H. W. Davis 

F. J. Hoyt 

I. J. Locke 

C. H. Moore 

W. N. Butterick 
P. K. Chickering 


C. C. Bartlett 


George A. Place 
F. A. Straw 

C. D. Peverley 
A. W. Page 

A. E. Sanborn 
K. H. Catlin 

F. J. Southmayd 


Petit Juror 


ce 


Grand Juror 
Petit Juror 


September 


Petit Juror 


October 


Grand Juror October 


ce ce 
ee ¢¢ 
e¢ €é 
Petit Juror April 
ce ¢¢ 


cc (a9 


$126.91 
64,91 
17.36 
7.24 
8.86 
9.56 
6.20 
102.61 
4,12 
9.16 
4.12 
8.68 
33.29 
4.00 
6.82 
64.12 
4.12 
21,32 
28.64 
5.72 


8.00 


4.12 
4.12 
6.28 
4.12 
20.96 
T.12 
6.26 
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November 
W. H. Huntoon Grand Juror $9.50 
W.S. Trow si 11.86 
A. J. Meaney Ls 7.03 
H. M. Leavitt Ms 5.58 
G. E. Huckins 5.94 
C. N. Flanders a 6.87 
M. Snow a 4 36 
F. Jackson 5.66 
L. Dennen af 4.12 
T. Joyce A 7.03 
Het Yeaton a 7.60 
E. O. Bailey « 6,98 
W. C. Knapp ‘i 4.24 
E. B. Dodge 3 0.81 
J. T. Harrison sh 4.00 
M. Cochran 5 5 36 
H. Shapiro i 4.12 
H. 8S. Whipple f 5.64 
J. Quinn aS 4.24 
F. M. Grimes A 18.52 
L. D, Holeombe + 5.49 
~ J. W. Hill a 6.52 
J. H. White a 6.71 
H. O. Brown 4 4.12 
P. L. Ruggles ¥ 5.29 
T. Pennell a) 6.31 
G. C. Bayley * 7.15 
C. EK. Andrews sh 7.08 
F. G. Fellows af 4.72 
G. P. Wilder as 4.12 
G. H. Hubbard va 4.72 
EK. Fontaine ‘s 5.71 
J. B. Crosby 45 12.12 


F. A. Pressy “ 9.45 


bo 
co 
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S. M. Goodhue Grand Juror $6.42 
F.. A. Peaslee . 127 
H. W. Burleigh tf 6.52 
G. H. Gale vs 17.32 
J. C. Farnum <4 8.37 
R. E, Marston os 4.12 
G. W. Cofrin 8.10 
E. R. Yeaton x 6.04 
H. P. Lemay “i 7.39 
C. Gilman ¢ 17.78 
A. F. Rolfe hy 4.72 
R. A. Pearsons “ty 19.72 
Geo. Blood Ae 6.36 
SAN. Ford ce 22.02 
F. G. Hale 2 5,80 
A. N. White ls 19.82 
G. E. Eastman ry 7.87 
D. E, Fenton ‘a 8.35 
J. Farrand #3 4.72 
E. E. Sawyer Wy 6.06 
E. J. Lake . 7.41 
F. C. Smith a 8.20 
H, E. Drake a 19.00 
S. R. Powers | 12.58 
K. F. Rand if 5.44 
M. C. Braley a 4.12 
C. S. Messer Ss 21.80 
W. H. Jenkins 4 4.12 
A. J. Bartlett gi 6.60 
H. G. Hardy ay 5.59 
J. Wise Sy 6.95 
G. Petit 63.42 
P. G. Wells vb 8.15 
W. J. Phillips By 28.12 
L. C. Colby | * 7.50 


E. Johnson iy 4.50 
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.D. MeDow ell Grand Juror 
Fuller te 
Fuller i 

. Phillips uf 

. Osgood oe 
. Schneider ~ 


STATE vs, PAYROLL 
January 


D. Forcier, State vs. Brassaw 

L. Osborne, State vs. Brassaw 

J. S. Beckford, State vs. Brassaw 
B. J. LaSalle, State vs. Brassaw 
F’. O. Babeau, State vs. Brassaw 
C. W. Avery, State vs. Brassaw 
J. T. Wheeler, State vs. Brassaw 
J. W. Stanley, State vs. McGowan 
A. Ellingwood, State vs. McGowan 
V. I. Moore, State vs. McGowan 
P. H, Moore, State vs. McGowan 
J. M. Kent, State vs. McGowan 

H. W. Rainie, State vs. McGowan 
G. A. Wooster, State vs. McGowan 
W. H. Melton, State vs. McGowan 
EK. J. Stott, State vs. McGowan 
EK. J. Stott, State vs. McGowan 
W. E. Kingston, State vs. Roach 
Pinkerton’s, State vs. Roach 

E. Sunoureau, State vs. Roach 

D. LaDuke, State vs. Roach 

S. N. Roberts, State vs. Roach 

EK. Pauliet, State vs. Roach 

J. Manchester, State vs. Boulrisse 
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$8.20 
40,24 
4.00 
4.00 
6.54 
7.31 


$5,276.52 


$8.00 
8.00 
3.50 
3.50 
3.90 
5.00 
3.50 
2.01 
1.12 
1.12 
2.12 
ete 
1.75 
18,40 
10.00 
19.00 
11.60 
50.00 
56.50 
3.00 
3,00 
9.00 
3.00 
1.70 
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E. L. Welch, State vs. Boulrisse $5.00 
L. B. Greeley, State vs. Boulrisse 6.00 
EK. L. Welch, State vs. Merrill 9.06 
J. Manchester, State vs. Vermette 1.70 
H. Dion, State vs. Vermette 5.02 
Mrs. N. Murray, State vs. Vermette 0.02 
J. LaFlamme, State vs. Congdon 8.00 
P. J. Minor, State vs. Congdon 8.00 
T. Howe, State vs. Hamel 4.40 
L. C. Trow, State vs. Clark 25.20 
J. Manchester, State vs. Roy 8.80 
G. A. Wooster, State vs. Henning 1.70 
F. J. Shea, State vs. Henning 284.00 
J. Manchester, State vs. Morrell 36.59 
E. J. Stott, State vs. Morrell 8.00 
G. E. Clark, State vs. Morrell 34.25 
G. A. Wooster, State vs. Giles 95 
J. W. Stanley, State vs. Brown 5.90 
E. G. Densmore, State vs. Brown 2.20 
C. T. Wallace, State vs. Brown 2.20 
F, G. Sargent, State vs. Grady 11.00 
J. W. Stanley, State vs. Nolan 3.00 
J. R. Welcome, State vs. Nolan ft waTG 
W. M. Haggett, State vs. Thompson 2.50 
Arthur H, Chase, copying 1.80 
H. W. Rainie, miscellaneous 85.54 
H. W. Rainie, liquor eases ' 70.00 
H. W. Rainie, telephone tolls 7.95 
G. A. Wooster, conveying prisoners 43.00 
H. W. Rainie 

H. H. Amsden, M. D., miscellaneous 3.00 
EK. J. Stott, miscellaneous 36.30 
P. Bartlett, miscellaneous 2.80 
R. W. Cummings, miscellaneous 2.80 
H. Grey, miscellaneous 15.00 
A. J. Mackay, miscellaneous 2.80 
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W. H. Melton, miscellaneous $5.00 
L. H. Annis, miscellaneous 5.00 
C. A. Sanborn, miscellaneous 2.20 
L. Hall, miscellaneous 10.00 
Simpson Sales Service Co., miscellaneous * 20.95 
O. Leverge, miscellaneous 5.00 
C. R. Metealf, M. D., miscellaneous 3.00 
February 
F’. Perry, State vs. Roach 3.00 
H. W. Rainie, investigation Goldberg 35.00 
March 
H. W. Rainie, investigation 35.00 
G. M. Fletcher, master’s fees 10.00 
G. M. Fletcher, master’s fees 30.00 
G. M. Fletcher, master’s fees - 20.00 
April 
H. W. Rainie, telephone calls 17.85 
H. W. Rainie, State vs. Hause 24.46 
H. W. Rainie, liquor cases 131.64 
H. W. Rainie, telephone calls 19.59 
H. W. Rainie, State vs. McGuire 2.00 
E. J. Stott, State vs. McGuire 3.20 
P. J. Miner, State vs. McGuire 7.00 
A, F. Burbank, State vs. McGuire 5.00 
W. J. Chadborne, State vs. McGuire 4.00 
J. R. Welcome, State vs. McGuire 6.00 
V. I. Moore, State vs. McGuire 10.00 
P. Moore, State vs. McGuire 5.00 
A. Cushing, State vs. McGuire 5.00 
J. W. Stanley, State vs. Hause 3.50 


W. J. Chadburne, State vs. Hause 7.50 
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Pinkerton’s, State vs. Hause 
Pinkerton’s, State vs. Hause 
Kendall, Foster & Kilkenny, autopsy 
L. A. Sanders, M. D., inquest 

L. A. Sanders, M. D., inquest 

K. 8S. King, use of auto 

EK. S. King, use of auto 

K. S. King, use of auto 

Chas. W. Adams, State vs. Tsekos 

EK. S. Avery, State vs. Tsekos 
Pinkerton’s, State vs. Roach 

Geo. E. Belisle, services at Jail 

A. J. Taylor, miscellaneous 

F. J. Shea, services at Jail 

F.. R. Roach, miscellaneous 

Geo. Pickett, miscellaneous 

J. R. Welcome, miscellaneous 

EK. J. Stott, State vs. Landry 

S. Rogers, miscellaneous 

E, Gagnon, miscellaneous 


May 


H. W. Rainie, State vs. Roach 
H. W. Rainie, State vs. Roach 
H. W. Rainie, State vs. Roach 
Abbie Atkins, State vs. Roach 
S. Blackstone, State vs. Roach 
C. T. Wallace, State vs. Roach 
J. E, Silva, State vs. Roach 

D. Erickson, State vs. Roach 
D. Wiggin, State vs. Roach 

J. J. Driscoll, State vs. Roach 
W. F. Smith, State vs. Roach 
J. W. Sullivan, State vs. Roach 
W. H. Milton, State vs. Roach 


$179.69 
22.30 
25.00 
10.00 
10.00 
6.60 
8.00 
39.00 
20.00 
7.00 
135,95 
128.00 
1.12 
200.00 
2.12 
1.12 
2.12 
5.00 
1,12 
2.12 


36.00 
39.41 
17.82 
2.12 
2.12 
2.12 
4,24 
15.00 
3.00 
36.28 
7.00 
2.12 
20.00 
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J. H. Harrington, State vs. Roach 
Harry Gray, State vs. Roach 

A. A. Clark, State vs. Roach 

W. H. Bosworth, State vs. Roach 
P. S. Skillings, State vs. Roach 
M. Singer, State vs. Roach 

J. Bresnahan, State vs. Roach 

R. A. Lynch, State vs. Roach 

M. D. Jameson, State vs. Roach 
L. H. Danforth, State vs. Roach 
M. H. Coleman, State vs. Roach 
G. E. Clark, State vs. Roach 

W. R&R. Emerson, State vs. Roach 
J. Bresnahan, State vs. Roach 

G. E. Belisle, State vs. Roach 

H. Kellom, State vs. Roach 

L. Cass, State vs. Roach 

B. F. Davenport, State vs. Roach 
J. R. Welcome, inquest 

J. R. Welcome, inquest 

J. E. Silva, State vs. McGuire 

F. G. Sargent, State vs. McGuire 
V. I. Moore, State vs. McGuire 
J. W. Stanley, State vs. Hawes 
W. J. Wood, State vs. Hawes 

F. N. Marden, State vs. Hawes 

P. H. Moore, State vs. Hawes 

J. W. Stanley, State vs. Hawes 
J.J. Mead, State vs. Clark 

L. D. Trow, State vs. Clark 

J. W. Stanley, State vs. Tatro 

L. W. Cass, State vs. Tatro 

J. W. Stanley, State vs. MacLuren 
C. M. Bowers, State vs. MacLuren 
A, T. Burbank, State vs. Beaulien 


38 
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$2.12 
15.00 
15,00 
10.00 
40.00 
7.00 
20.00 
10.00 
2.12 
2.12 
6.36 
8.00 
10.00 
12.64 
108.00 
2,12 
9.00 
107.54 
7.12 
10.00 
5.00 
8.00 
2.12 
5,20 
2.12 
2.12 
2.12 
3.50 
4.64 
5.00 
3.00 
8.60 
5.20 
2.12 
11.81 
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F’. Donillette, State vs. Beaulien 
J. R. Welcome, State vs. Beaulien 
J.P. Dupont, State vs. Beaulien 
F’. Bennett, State vs. Beaulien 
M. Morgan, State vs. Beaulien 
J. J. Audette, State vs. McCann 
W. H. Abbott, State vs. McCann 
G. Dooley, State vs. McCann 
K. 8S. King, State vs. McCann 
A. Quimby, State vs. Seymour 
J. Bresnahan, State vs. Seymour 
J. W. Stanley, State vs. Picard 
L. W. Cass, State vs. Picard 
G. A. Wooster, State vs. Picard 
Commissioner Motor Vehicles, State vs. Lee 
T. Wallace, State vs. Hutchinson 
EK. Silva, State vs. Grady 
W. Stanley, State vs. Parillo 
W. Stanley, State vs. Congdon 
W. Stanley, State vs. Hutchinson 
W. Stanley, State vs. Grady 
W. Stanley, State vs. Cox 

O. Downer, State vs. Bowers 

O. Downer, State vs. Nicotia 
. U. Audette, State vs. Porillo 
. W. Rainie, liquor cases 
. W. Rainie, liquor cases 
. W. Rainie, toll calls 

Evans, miscellaneous 
. A. Hooper, inquest 
. Flanders, miscellaneous 

J. Stott, use of auto 

J. Stott, investigation 

E. Mudgett, State vs. Hubbard 
M. Kempfield, inquest 

O. Crane, inquest 


on--f--h--f--0--t hh he no 


Pea ESS 


$2.96 
5.32 
2.96 
2.96 
2.96 
9.12 
2.12 
OM 
2.12 
HAR 
2.12 
3.50 
8.60 
8.00 
10.00 
3.24 
2.12 
5.20 
5.20 
5.00 
5.20 
5.20 
1.70 
1.70 
2.12 
50.00 
40.00 
7.65 
2.24 
4.40 
1.12 
19.80 
3.00 
5.00 
6.80 
6.80 
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J. R. Welcome, State vs. Hubbard 
G. H. Clarke, miscellaneous 

K. C. Bemis, miscellaneous 

A. Jackson, miscellaneous 

EK. E. Gould, miscellaneous 

H, C. Clarke, miscellaneous 


June 


W. F. Turner, State vs. Roach 

G. E. Belisle, State vs. Roach 

L. A. Sanders, State vs. Roach 
R. Atkins, State vs. Roach 

G. A. Wooster, State vs. Roach 
W. E. Hingston, State vs. Roach 
R. O. Blood, State vs. Roach 

W. H. G. Mann, State vs. Roach 
Abbie Atkins, State vs. Roach 
Pinkerton’s, State vs. Roach 

EK. J. Stott, State vs. Roach 

Mrs. D. Quimby, State vs. Seymour 
D. Quimby, State vs. Seymour 

J. R. Welcome, State vs. Seymour 
J. Dumas, State vs. Seymour 

E. Mertz, State vs. Seymour 

E. Langlois, State vs. Seymour 
Benson Auto Co., State vs. Seymour 
Pinkerton’s, State vs. Mahoney 
H. W. Rainie, State vs. Mahoney 
P. H. Moore, miscellaneous 

R. Herter, miscellaneous 

Evans Printing Co., State vs. Giles 
W. L. Fickett, State vs. Porrilli 
L. A. Sanders, M. D., inquest 

F. A. Downer, State vs. Sullivan 
A. A. Clark, miscellaneous 
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$9.00 
2.12 
2.12 
1.12 
2.24 
2.12 


250.53 
32.00 
2.12 
2.12 
18.15 
111.53 
2.12 
0.00 
4.12 
184,22 
10.00 
4.16 
2.12 
12.12 
4.40 
2.00 
2.12 
7.00 
44.90 
10.00 
2.12 
2.12 
51,25 
2.12 
10.00 
1.70 
14,00 


co 
=P) 
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. M. Fletcher, Shattuck vs. Greene 
W. Rainie, toll calls 

W. Rainie, liquor cases 

W. Rainie, liquor cases 

S. King, miseallan aan 

S. King, miscellaneous 

S. King, miscellaneous 

J. Stott, miscellaneous 

J. Stott, miscellaneous 


July 


E. K. Wooster, State vs. Roach 
Motor Vehicle Commissioner, State vs. McMahon 
H. W. Rainie, liquor cases 


‘August 


G. A. Wooster, State vs. Carpenter 
R. Atkins, State vs. Roach 

J. S. Lewis, State vs. McGowan 
H. W. Rainie, liquor cases 


September 


A, E. Kenison, master’s fee 
J. E. Franklin, watchman at jail 
Geo. E, Belisle, watchman at jail 


October 


. L. Smith, State vs. Hause 
17: Synth State vs. Hause 
E. edie, State vs. Hause 
L. Smith, State vs. Hause 
. W. Rainie, State vs. Hause 
W. Rainie, State vs. Hause 
W. Rainie, liquor cases 


$10.00 
16.35 
20.00 
7.00 
8.00 
6.00 
15 
8.00 
21.80 


2.12 
100.00 
102.60 


217.37 
2.12 

5 a Fa 
60.00 


15.00 
208.00 
100.00 


28.00 
28.00 
124,00 
56.00 
10.58 
18.25 
104.00 
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Geo. M. Fletcher, master’s fees 
M. J. Gorham, miscellaneous 
Harry Chase, miscellaneous 


November 


M. Pedrick, State vs. Olsen 
L. Smith, State vs. Hause 
L. Smith, State vs. Hause 
EK. Belisle, State vs. Hause 
W. Rainie, State vs. Giles 
W. Rainie, State vs. Giles 
H, Flanders, State vs. Giles 
W. Rainie, liquor cases 
Casey, miscellaneous 

K. Belisle, miscellaneous 


PS FF TTRQAAR 


December 


M. P. General Hospital, State vs. Hause 
C. D. Howard, State vs. Hause 

M. Densmore, State vs. Hause 

A. Wooster, State vs. Hause 

. C. Logan, State vs. Hause 

. W. Rainie, State vs. Hause 

J. Chadbourne, State vs. Hause 

J. Chadbourne, State vs. Hause 

M. Hause, State vs. Hause 

rs. J. Sullivan, State vs. Hause 

. W. Jameson, M. D., State vs. Hause 
. A. S. Kimball, State vs. Hause 

. W. Courtney, M. D., State vs. Hause 
. L. Welton, State vs. Hause 

. E. Silva, State vs. Hause 

. H. Curtis, State vs. Hause 

. H. Moore, State vs. Hause 

. I. Moore, State vs. Hause 

. 8. Sullivan, M. D., State vs. Hause 


seed thi aa dy 2 Oe ean 
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$10.00 
3.00 
4.00 


5.00 
56.00 
60.00 

136,00 
90.00 
110.50 

9.80 
98.00 

5.00 

8.00 


20.00 
25.00 
0.00 
37.00 
5.00 
0.00 
2.12 
3.00 
4,24 
2.12 
75.00 
2.12 
450.00 
450.00 
6.36 
2.12 
4.24 
6.36 
350.00 
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J. Boulay, State vs. Hause $2.12 
W. J. Wood, State vs. Hause 2.12 
G. W. Robie, State vs. Hause 22.38 
M. Conway, State vs. Hause 3,00 
C. Duncan, M. D., State vs. Hause | 25.00 
C. H. Dolloff, M. D., State vs. Hause 50.00 
Mrs. R. Goldberg, State vs. Hause 7.28 
L. Goldberg, State vs. Hause 7.28 
W.S. Kaime, State vs. Hause 2.12 
F. A, Lane, State vs. Hause 2.12 
F’. Boulay, State vs. Hause 2.36 
I. Coleman, State vs. Hause 4.24 
D. E. Sullivan, M, D. State vs. Hause 48.00 
H. D. Long, State vs. Hause 1.72 
G. A. 8. Kimball, State vs. Hause 1.50 
G. A. S. Kimball, State vs. Hause 1.50 
G. A. S. Kimball, State vs. Ahern 1.50 
G. A. Wooster, State vs. Wood 5.10 
E. L. Welch, State vs. Tetreault 4.70 
A. D. Cushing, State vs. Lohs 1.50 
J. W. Stanley, State vs. Lohs 1.50 
V.I. Moore, State vs. Lohs 2.12 
G. A. S. Kimball, State vs. Lohs 19.34 
W.N. Day, State vs. Mahoney 17.28 
W.N. Day, State vs. Mahoney 16.41 
R. W. Andrews, State vs. Mahoney 47.72 
F. B. Brandon, State vs. Mahoney 46.57 
J. J. Halligan, State vs. Dyer 2.12 
A. N. MelIsaac, State vs. Dyer 2.12 
H. Martin, State vs. Mitchell 5.00 
A. Coty, State vs. Mitchell 5.00 
J. W. Stanley, State vs. Clarke 5,20 
C. T. Wallace, State vs. Russell 2.12 
H. E. Clark, State vs. Potwine 2.12 
M. Densmore, State vs. Potwine 2.12 
F. J. Cross, State vs. Potwine 2.12 
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S. Kimball, State vs. Speed 
Clark, State vs. Speed 
Rainie, State vs. Giles 
King, State vs. Giles 


A 
wi: 
W. 
S 
S. King, State vs. Morey 
We 


Hemme 


. W. Rainie, telephone tolls 
Rainie, liquor cases 

. Belisle, miscellaneous 

. Belisle, miscellaneous 

. Welcome, miscellaneous 

. Welcome, miscellaneous 

. Welcome, miscellaneous 

. King, miscellaneous 

W. H. Milton, miscellaneous 

Geo. M. Fletcher, master’s fees 
Mrs. Gilpatrick, miscellaneous 

C. J. Empey, miscellaneous 

N. Sweet, miscellaneous 

R. Sweet, miscellaneous 

M. J. Bourdon, miscellaneous 

H. Drew, miscellaneous 

F. J. Shedd, miscellaneous 

L. A. Sanders, M. D., miscellaneous 
J. M. Murray, M. D., miscellaneous 
E. O’Connell, miscellaneous 

W. H. Milton, State vs. Phelps 

W. R. Emerson, miscellaneous 

C. H. Cook, M, D., examination 

R. O. Blood, M. D., Gillespie 

H. Gray, State vs. Heath 

H. Gray, State vs. Williams 

L. A. Sanders, M. D., State vs. Erickson 
F. Wright, State vs. Jerow 
Capture of Hause, 127 sundry vouchers 


HUN GO Hf 
a el ee 
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$1.50 
1.12 
4.72 
30.00 
13.00 
7.25 
58.75 
32.00 
12.00 
10.40 
2.12 
5,00 
12.00 
16.40 
10.00 
2.24 
3.44 
2.24 
2.24 
2.12 
4.00 
8.00 
10.00 
8.00 
12.00 
10.00 
22.00 
5.00 
10.00 
16.00 
27.50 
5.00 
10.12 
1,463.55 


$9,513.75 
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COUNSEL FEES 
February 


Robt. W. Upton, State vs. Herring 
W. J. Costakis, State vs. Labraney 


April 


P. J. King, fees 
J. J. Doherty, fees 


June 


J. E. Flynn, State vs. Lovett 


November 


J. M. Stark, fees 


STENOGRAPHERS 
January 


Bessie A. Marsh, services 


February 


Margaret A. Conway, services 
Margaret A. Conway, services 


March 


Lena T. Marsh, services 


$150.00 
10.00 


20.00 
80.00 


10.00 


45.00 


$315.00 


$8.25 


3.00 
63.50 


2.00 


MERRIMACK COUNTY REPORT 
April 


W. M. Haggett, services 
Agnes T. Collins, services 
M. A. Conway, services 
M. A. Conway, services 


May 


Mary D. Eldridge, services 
Mary D. Eldridge, services 


June 


Agnes T. Collins, services 
Freda G. Sargent, services 
Bessie A. Marsh, services 
Josie EH. Lavery, services 


July 


M. A. Conway, services 
M. A. Conway, services, 


August 
Mary D. Eldridge, services 
October 
Emma C. Hammond, services 
December 


Emma C, Hammond, services 
M. A. Conway, services 


4] 


$11.00 
33.80 
5,00 
27.00 


47.26 
39.62 


10.40 
9.00 
3.78 

30.00 


256.80 
11.00 


03.14 


8.70 


8.50 
220.00 


$856.75 
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CLERK SUPERIOR CouRT 
January 


Geo. M. Fletcher, settlement 


June 


Geo. M. Fletcher, settlement 


SHERIFFS AND DEPUTIES 
January 


Geo, A. Wooster, miscellaneous 

Geo. A. Wooster, miscellaneous 

Geo. A. Wooster, miscellaneous 

L. 'Trow, miscellaneous 

Geo. A. Wooster, services October term 


April 


W. H. Bosworth, miscellaneous 
W. H. Milton, miscellaneous 

W. R. Emerson, miscellaneous 
A, A. Clark, miscellaneous 

J. T. O’Dowd, miscellaneous 


June 


W. R. Emerson, miscellaneous 
Geo. A. Wooster, miscellaneous 
W. R. Emerson, miscellaneous 
G. Petit, miscellaneous 

F. S. Pendleton, miscellaneous 


$320.43 


874.59 


$1,195.02 


$145.10. 
3.00 
8.00 
3.00 
1,048.82 


10.70 
10.00 
6.00 
12.00 
3.40 


9.00 
140.50 
5.00 
5.00 
5.00 
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L. W. Cass, miscellaneous 
C. Perey, miscellaneous 
L. W. Cass, miscellaneous 


July 


G. A. Wooster, conveying prisoners 
G. A. Wooster, services April term 


FARM 


January 


Swift & Co., provisions 

Swift & Co., provisions 

Wilson & Co., provisions 
Wilson & Co., provisions 
Morris & Co., provisions 

Morris & Co., provisions 
Smith & Son, Inc., crackers 
Smith & Son, Inc., crackers 
Woodworth & Co., groceries 
Woodworth & Co., groceries 
Fleischmann Co., yeast 

J. Middleby Co., Inc., supplies 
Whitman, Ward & Lee Co., fish 
Whitman, Ward & Lee Co., fish 
H. A. Prince, beef 

Shepard Grocery Co., groceries 
Stratton & Co., grain 

F, L. Miller & Sons, dry goods 
E. D. Little, supplies 

Benson Auto Co., service 
Lyster Bros., provisions 

Hi Gien Laboratories, supplies 


70.00 
1,417.18 


$3,031.60 


$39.84 
100.28 
53.76 
62.15 

* 10.80 
10.50 
11,30 
11.25 
41.89 
146.99 
7.80 
39.58 
10.88 
10.88 
27.20 
49.96 
65.80 
LOST 
10.10 
2.00 
13.83 
9.00 
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C. P. Stevens, hardware $2.49 
Merrimack Fuel & Feed Co., grain 188.05 
M. Solomon & Co., clothing 24.60 
A. P. Fitch Co., medicine 11:72 
Concord Electric Co., light and power 67.87 
L. N. Watson, eggs 9.28 
Boston Fruit Co., supplies 8.00 
DeVry Sales & Service Co., supplies 268.75. 
Boston Store, shoes 26.01 
A. C. Lord Optical Co., supplies 5.20 
F, E. Nelson & Co., supplies 15.82 
I’. C. Small & Co., supplies 111.22 
J. U. Lemmon, Jr., repairs 15.50 
E. G. Colby, labor 10.00 
J. M. Lorden, Supt., cash paid out 231.00 
J. M. Lorden, Supt., cash paid out Sas 
J. M. Lorden, Supt., cash paid out 100.00 
J. M. Lorden, Supt., payroll 854.00 
Singer Sewing Machine Co., repairs 3.25 
B. & M. R. R., freight 3.42 
B. & M. R. BR., freight 5.28 
Am. Ry. Express Co., express 4.66 
Am. Ry. Express Co., freight 5.36 
Am. Ry. Express Co., express 7.16 
Borden Sales Co., malted milk 10.00 
Carter Bros., supplies 56,22 
February 
Benson Auto Co., services 2.50 
EK. G. & E. W. Leach, insurance 250.25 
H. L. Young, supplies 41.90 
Morris & Co., provisions 9.90 
Woodworth & Co., groceries 211.66 
Swift & Co., provisions 46.97 


Swift & Co., provisions 45.41 
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Swift & Co., provisions 

Wilson & Co., provisions 

Wilson & Co., provisions 

‘Wilson & Co., provisions 

Wilson & Co., provisions 

C. C. Jones, insurance 

Whitman, Ward & Lee Co., supplies 
Whitman, Ward & Lee Co., supplies 
F, M. Knowles, insurance 

P. Dana, grain 

Franklin Light & Power Co., lamps 
C. P. Stevens, hardware 
Thompson & Hoague Co., hardware 
Thompson & Hoague Co., hardware 
Fleischmann Co., yeast 

Holmes & Nelson Co., dry goods and clothing 
Tower Fish Co., fish 

Lyster Bros., provisions 

Keegan & French, hardware 

Turner & Co., supplies 

Chadwick & Kidder, lime 

Am, Ry. Express Co., express 

Am. Ry. Express Co., express 

Am. Ry. Express Co., express 

F. L. Miller & Son, dry goods 

B. & M. R. R., freight 

B. & M. BR, R., freight 

Jackman & Lang, insurance 

H. Diversi & Co., supplies 

Concord Electric Co., light and power 
Boston Store, shoes and clothing 
F. E. Nelson & Co., supplies 

Dr. E. T. Drake, professional services 
Shepard Bros., supplies 

P. Dana, grain 

Kearsarge Tel. Co., service 
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$56.61 
141.02 
47.73 
63.35 
16.20 
26.25 
10.18 
14.24 
148.75 
125.15 
10.20 
14.31 
5.05 
47.65 
7.80 
142.40 
42.50 
8.40 
3.73 
74.10 
3.20 
5.23 
22.82 
4,96 
14,91 
9.81 
5.11 


96.90 


2.10 
67.87 
48.44 

5.53 


. 66.67 


22.30 
178 30 
37.67 
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Concord Wiring & Supply Co., supplies $5.20 
Prescott’s Garage, trucking 4.50 
Dickerman & Co., groceries 32.18 
Keegan & French, hardware and paint 13.10 
L. J. Cherrier, labor and supplies 8.13 
J. M. Lorden, Supt., cash paid out 210.43 
J. M. Lorden, Supt., cash paid out 100.19 
J. M. Lorden, Supt., pay roll 892.64 
W. H. Marten, labor and supplies 49.26 
W. S. Stewart, supplies 7.06 
Holt Bros. Mfg. Co., wagon repairs 19.15 
M. A. Proulx, provisions 58.20 
Harry Gray, services 5.50 
March 
J. M. Lorden, cash paid out 105.00 
Shepard Grocery Co., groceries 142.28 
J. F. Bauer Co., supplies 14.00 
J. M. Lorden, cash paid out 246 27 
J. M. Lorden, pay roll SUES * 
J. Dana, grain 84.50 
C. P. Stevens, hardware and paint 30.42 
Monitor-Patriot Co., subscription 3.00 
Merrimack Fuel & Feed Co., grain 236.20 
Alden Spear’s Sons Co., supplies 24.92 
B. & M. R. R., freight 26.11 
B. & M. R. R., freight 3.24 
B. & M., R. R., freight 2.98 
Am, Ry. Express Co., express 9.94 
Am. Ry. Express Co., express 11.86 
Stratton & Co., grain 79.50 
Swift & Co., provisions 39.96 
Swift & Co., provisions 64.00 
Swift & Co., provisions 17.40 


Wilson & Co., provisions 43.45 
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Wilson & Co., provisions 

Farley, Harvey Co., dry goods 
Jos. Middleby, Jr., supplies 

A. Perley Fitch Co., medicines 

A. Perley Fitch Co., medicines 

A. Perley Fitch Co., medicines 

L. J. Cherrier, supplies 

Benson Auto Co., service 

Concord Electric Co., light and power 
EK. D. Little, eggs 

. Chas. A. Hoit Co., supplies 
Dickerman & Co., groceries 
Fleischmann Co., yeast 

Boston Store, supplies 

Lyster Bros., provisions 

Jackman & Lang, insurance 
Morandi, Proctor Co., repairs 
Whitman, Ward & Lee Co., supphes 
Oscar E. Jewell, services 

Horlick’s Malted Milk Co., supplies 
J. M. Shaw, insurance 

Pittsburg Plate Glass Co., paint 
Stratton & Co., grain 

Thos. F. Clifford, insurance 

EK. G. Colby, shoeing 

J. Hastman Estate, standing wood 
J. M. Lorden, Supt., pay roll 

J. M. Lorden, Supt., cash paid out 
Morrill & Foster, insurance 

W. 4H. Reed, conveying patient 


April 


Am. Ry. Express Co., service 
Am, Ry. Express Co., service 
Am. Ry. Express Co., service 
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$29.37 
123.88 
54.60 
26,01 
31.40 
4.00 
3.97 
3.50 
67.87 
12.30 
29.88 
28.00 
7.80 
11.13 
9.70 
113.75 
26.04 
10.06 
10.59 
10.00 
32.50 
36.23 
07.00 
49.75 
2.00 
168.38 
922.00 
53,60 
210.00 
8.00 


2.02 
1.49 
9.27 
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Am. Ry. Express Co., service $1.92 
B. & M. R. R., freight 67.53 
B. & M. R. R., freight 2.89 
B. & M. R. R., freight 78.91 
Swift & Co., provisions 37.77 
Swift & Co., provisions 63.73 
Swift & Co., provisions 21.90 
Stratton & Co., grain 58.50 
Wilson & Co., provisions 59.20 
Wilson & Co., provisions 88.65 
Wilson & Co., provisions 75.28 
Wilson & Co., provisions 54.82 
Rev. D. McIntosh, services chaplain 18,00 
EK. M. Perkins, shoes and rubbers 27.27 
Ideal Manufacturing Co., wrappers 23.25 
Dickerman & Co., groceries 102.49 
Briggs, McMurtrie Co., blankets 47.76 
G. E. Warren Co., coal 229.00 
G. L. Lincoln Co., furnishings 26.90 
F. James, lumber 17.50 
Thompson & Hoague Co., hardware 5.68 
C. P. Stevens, hardware 36.13 
Smith & Son, Inc., crackers 13.39 
Buxton & Sherburne, insurance 35.00 
A. P. Fitch Co., medicines 27.97 
A. P. Fitch Co., medicines 17.28 
Whitman, Ward & Lee Co., fish 8.35 
Whitman, Ward & Lee Co., fish 9.50 
Stratton & Co., grain 135.00 
J. B. Varick Co., lamps 19.50 
Johnson & Bryden, flour | 875.00 
Smith & Son, Inc., crackers 11.25 
G. A. Thompson, supplies 12.15 
Chadwick & Kidder, lumber 4.75 
L. W. Watson, eggs 25.00 


Shepard Bros., supphes_ . 8.11 
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L. J. Cherrier, supplies 

Griffin Drug Co., medicines 

Pittsburg Plate Glass Co., paint 
Poland Laundry Machine Co., repairs 
J. Morrell & Co., supplies 

Lyster Bros., provisions 

Concord Electric Co., light and power 
Woodworth & Co., supplies 


May 


Am. Ry. Express Co., express 
Am. Ry. Express Co., express 
B. & M. R. R., freight 

B. & M. R. R., freight 

B. & M. BR. R., freight 

Stratton & Co., grain 

Stratton & Co., grain 
Woodworth & Co., groceries 
Woodworth & Co., groceries 
Swift & Co., provisions 

Swift & Co., provisions 
Whitman, Ward & Lee Co., fish 
Whitman, Ward & Lee Co., fish 
Wilson & Co., provisions 
Wilson & Co., provisions 

Boston Store, clothing 
Fleischmann Co., yeast 
Fleischmann Co., yeast 

H. K. Mulford Co., supphes 
Alden Spear’s Sons Co., supples 
W. J. Currier, eggs 

Ideal Manufacturing Co., wrappers 
F, C. Small & Co., supplies 

F. E. Hackett, eggs 


4 
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$19.52 
22.59 
83.07 
23.80 
17.55 
Bes, 
67.87 
187.07 


4.73 
2.80 
10,66 
8,06 
75.59 
73.50 
152.70 
65.71 
138.43 
32.45 
80.07 
37.65 
8.25 
147.61 
58.59 
15.15 
7.80 
7.80 
7.68 
12.75 
9.00 
20 
68.68 
12.15 
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L. J. Cherrier, supplies $13.67 
Shepard Grocery Co., groceries 12.80 
Concord Wiring & Supply Co., supplies 73.00 
C. Pelissier & Co., feed bags and repairs 8.60 
Bowker Fertilizer Co., supplies 702.75 
Smith & Son, Inc., crackers 11.36 
Holmes & Nelson Co., dry goods 145.25 
Coneord Electric Co., light and power 67 87 
Thompson & Hoague Co., plow points 2.20 
A. Perley Fitch Co., medicines 1.47 
Lyster Bros., provisions 18,12 
H. E. Rainville, furnishings 42.84 
G. E. Warren Coal Co., coal 246.05 
J. Breck & Sons, seeds 70.37 
EK. D. Little, eggs 16.52 
J. M. Lorden, Supt., cash paid out 207.36 
J. M. Lorden, Supt., cash paid out 143.50 
J. M. Lorden, Supt., pay roll 885.65 
J. J. Beaton, supplies 4.00 
June 
J. M. Lorden, Supt., pay roll, April 905.00 
J. M. Lorden, Supt., pay roll 867.00 
J. M. Lorden, cash paid out, April 153.00 
J. M. Lorden, cash paid out 120.35 
B. & M. R. R., freight 86.95 
B. & M. R. R., freight 141.09 
Ba& M. BR. R., freight ~ 311.21 
Am. Ry. Express Co., express 8.91 
Am. Ry. Express Co., express Lge 
Wilson & Co., provisions 86.79 
Wilson & Co., provisions 67.48 
Wilson & Co., provisions 45.24 
Swift & Co., provisions 15.03 


Swift & Co., provisions 60.60 


MERRIMACK COUNTY REPORT 


Prescott’s Garage, service 

Bordens Sales Co., malted milk 

C. P. Stevens, hardware and paint 
C. P. Stevens, hardware and paint 
Procter & Gamble Co., soap 

F. C. Small & Co., supplies 

Concord Electric Co., light and power 
Griffin Drug Co., medicines 

EK. D. Little, eggs 

Evans Printing Co., printing 

H. K. Mulford Co., supplies 
Shepard Bros., supplies 

Page Belting Co., supplies 

Jos. Breck & Sons, seeds 

Judkins & Wallace, repairs 

G. O, Thompson, repairs 

Shepard Grocery Co., groceries 
Fleischmann Co., yeast 

Lyster Bros., provisions 

Stratton & Co., grain 

C. M. & A. W. Rolfe, sash and blinds 
Dickerman & Co., groceries 
Dickerman & Co., groceries 

EK. T. Drake, M. D., professional services 
J. Middleby, Jr., supplies 

EK. D. Little, eggs 

Cummings Bros., markers 

Smith & Son, Inc., crackers 
Whitman, Ward & Lee Co., fish 
Alden Spears Sons Co., supplies 

M. Solomon & Co., clothing 

Ideal Manufacturing Co., supplies 
Farley, Harvey Co., dry goods 

F. A. Douplaise, services and supplies 
L. W. Watson, eggs 

A. P. Fitch Co., medicines 


d1 


$6.00 
10.00 
76.18 
129.83 
20.97 
37.05 
67.87 
13.06 
8.20 
4.57 
23.60 
9.05 
14.75 
15.87 
132.09 
11.35 
36.25 
7.80 
9.45 
78.25 
30.77 
41.30 
138.96 
133.33 
42.75 
11.76 
305.00 
11.51 
10.93 
29.25 
269.95 
20,25 
225.51 
14.00 
7.35 
20,23 
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July 


J. M. Lorden, Supt., pay roll 

J. M. Lorden, Supt., cash paid out 
W. E. Smith, M. D., professional services 
Stratton & Co., grain | 

Stratton & Co., grain 

Stratton & Co., feed 

Town of Boscawen, taxes 

Am. Ry. Express Co., express 

Am, Ry. Express Co., express 

B. & M. R. R., freight 

‘Wilson & Co., provisions 

Swift & Co., provisions 

Swift & Co., provisions 
Woodworth & Co., groceries 
Woodworth & Co., groceries 
Whitman, Ward & Lee Co., fish 
Whitman, Ward & Lee Co., fish 
‘Whitman, Ward & Lee Co., fish 
Dickerman & Co., groceries 
Dickerman & Co., groceries 

A. Perley Fitch Co., medicines 

C. P. Stevens, paint, etc. 

Smith & Son, Inc., crackers 
Wilson & Co., provisions 

A. L. Edmunds, M. D., professional services 
H. W. Carter & Co., groceries 

G. EK. Warren Corp., coal 

G, E. Warren Corp., coal 

Tenney Coal Co., coal 

Concord Wiring & Supply Co., supplies 
Keegan & French, hardware 

P, Dana, grain 

Norris & Co., crackers 

Farley, Harvey Co., dry goods 


$950.00 
2128 
5.00 
73.50 
55.25 
66.50 
522.33 
2.69 
4.71 
216.71 
101.22 
25.00 
17.35 
135.30 
122.17 
11.07 
10.20 


LL.60:.' 


44.53 
22.80 
15.99 
14.14 
11.50 
92.89 
59.50 
52.36 
236.37 
652.40 
220.50 
3.91 
38.91 
33.20 
16.26 
8.57 
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J. Middleby, Jr., Inc., supplies 

G. D. Keneval, labor 

H. S. Taylor, eggs 

Kearsage Tel. Co., service 

L. J. Cherrier, supplies 

Franklin Hospital, board and care 
Tower Fish Co., fish 

E. D. Little, eggs 

D. McIntire, services 

Cloverdale Co., supplies 

Lyster Bros., provisions 
Fleischmann Co., yeast 

Concord Wiring & Supply Co., supplies 
F. A. Piper, tuning piano 

C. M. & A. W. Rolfe, services 
Concord Electric Co., light and power 
G. E. Warren Corp., coal 

G. L. Lincoln Co., wall paper 
Shepard Grocery Co., supplies 

St. Paul’s Church, Franklin, services 
Chadwick & Kidder, supplies 

L. N. Watson, supplies 

F’, Mason, supplies 

D. W. Fox, lawn mower 

H. K. Mulford Co., supplies 

W.S. Stewart, supplies 

I, V. Goss, services 

Shepard Bros., supplies 

L. J. Cherrier, supplies 


August 


B. & M.R. R., freight 

B. & M. R. R., freight 

Am. Ry Express Co., express 
Woodworth & Co., groceries 
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Dickerman & Co., groceries $90.73 
Whitman, Ward & Lee Co., fish 16.50 
Stratton Co., grain 78,75 
Stratton Co., feed 121.00 
Morris & Co., provisions 10.20 
Wilson & Co., provisions 155.45 
Wilson & Co., provisions 124.16 
Swift & Co., provisions 99.49 
Swift & Co., provisions 88.70 
Berger Mfg. Co., steel ceiling 43.82 
Berger Mfg. Co., steel ceiling 8.99 
L. L. Fraser, standing grass 40.00 
B. N. Rowell, standing grass 50,00 
Chadwick & Kidder, birch flooring 33.88 
EK. D. Little, supphes 7.11 
EK. D. Little, supplies 17.20 
Concord Pipe Co., supplies 99.40 
Page Belting Co., leather 27 .50 
Lyster Bros., provisions 27.28 
Holmes & Nelson Co., dry goods 169.75 | 
Fleischmann Co., yeast 7.80 
Boston Store, shoes and clothing 18.66 
Concord Electric Co., light and power 67.87 
Dickerman & Co., provisions 52.20 
Gibraltar Chemical Co., supples 22.50 
J. B. Varick Co., insecticide 24.00 
A. P. Fitch Co., medicines 12.68 
G. S. Blodgett Co., stove repairs 4.00 
Tenney Coal Co., coal 1,120.55 
Prescott’s Garage, service 3.00 
H. E. Rainville, burial expenses 16.00 
H. J. Proulx, supplies 35.39 
F, A. Douplaise, supplies 16.75 
Sulloway Mills, stockings 35.10 


J. Middleby, Jr., Inc., supplies 41.25 
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September 


Chadwick & Kidder, lumber 

Am. Ry. Express Co., express 

B. & M. R. R., freight 

B. & M. R. R., freight 

Wilson & Co., provisions 

E. Routhier, repairs 

H. J. Proulx, supplies 

Fleischmann Co., yeast 
Monitor-Patriot Co., subscription 
Concord Wiring & Supply Co., supphes 
C. P. Stevens, hardware and paint 
A. P. Fitch Co., medicines 

C. R. Adams, repairs 

C. C. Jones, insurance 

Dickerman & Co., supples 

Swift & Co., provisions 

Stratton & Co., grain 

Textile Soap Co., supphes 

G. L. Lincoln Co., furnishings 
Shepard Grocery Co., groceries 

C. A, Hoitt Co., furnishings 

J. B. Varick Co., pyrox 

Thompson & Hoague Co., hardware . 
J. M.Lorden, Supt., pay roll 

J. M, Lorden, Supt., cash paid out 
Shepard Bros., groceries 

L. J. Cherrier, labor and supphes 


October 


Am. Ry. Express Co., express 
Am. Ry. Express Co., express 
Am. Ry. Express Co., express 
Am, Ry. Express Co., express 
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$50.48 
4.88 
1.56 
11.70 
21.53 
37.50 
14.39 . 
7.80 
3.00 
11.90 
78.64 
16,07 
11.00 
96.25 
4.30 
87,63 
83.00 
15.80 
2.40 
39.40 
101.63 
14.75 
7.90 
928.38 
99.90 
8.15 
2.70 


3.59 
4.55 
2.08 

.96 
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B. & M. R. R., freight $4.82 
B. & M. R. R., freight 1.55 
Wilson & Co., provisions 93.79 
Wilson & Co., provisions 31.00 
A. P, Fitch Co., medicine 7.63 
A. P. Fitch Co., medicine 17.69 
Swift & Co., provisions 116.92 
Swift & Co., provisions 78.13 
Swift & Co., provisions ‘ 31.84 
Swift & Co., provisions 96,90 
Woodworth & Co., groceries 7.00 
Woodworth & Co., groceries 146.45 
Whitman, Ward & Lee Co., provisions 18.35 
Whitman, Ward & Lee Co., provisions 11.50 
Morris & Co., provisions * 12.00 
Morris & Co., provisions 25,20 
Stratton & Co., feed 146.00 
HK. T. Drake, M. D., professional services 133.33 
C. P. Stevens, hardware, etc. 29.58 
C. P. Stevens, hardware, etc. 55.59 
Smith & Son, Inc., crackers 12.18 
F. C. Small & Co., supplies 67.72 
Meredith Casket Co., casket 33.55 
Shepard Grocery Co., groceries 80.15 
Shepard Grocery Co., groceries 184.63 
Farrell Bros., supplies . 43.00 
Thompson & Hoague Co., pump 1.50 
Thompson & Hoague, repairs 4.82 
Dickerman & Co., groceries 113.52 
Concord Electric Co., ight and power 67.87 
Lyster Bros., provisions 16.28 
Lyster Bros., provisions 8.75 
Globe Rubber Co., matting 50.72 
Franklin Floral Co., supplies 45.00 
J. Middleby, Jr., Inc., supplies 32.49 


J. H. Warburton, labor and supplies 18.17 
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J. B. Varick Co., supplies 

J. M. Lorden, Supt., cash paid out 

J. M. Lorden, Supt., pay roll 

L. J. Cherrier, valves 

A. A, Beaton, M. D., professional services 
Tower Fish Co., fish - 

W. A. Thompson Shoe Co., shoes 

C. DeMoulpied Co., supplies 

Alden Spears Sons Co., supplies 

Smith & Son, Inc., crackers 


A. L. Edmunds, M. D., professional services 


G. O. Thompson, supplies 

Kearsarge Tel. Co., service 
Fleischmann Co., yeast 

Concord Electric Co., light and power 
L. S. Cherrier, supplies 

A, E. Thompson, blanket 

C. M. & A. W. Rolfe, strapping 


November 


B. & M. R. R., freight 

B. & M. R. R., freight 

Am. Ry. Express Co., express 
Am. Ry. Express Co., express 
Swift & Co., provisions 

Morris & Co., provisions 
Dickerman & Co., groceries 
Woodworth & Co., groceries 
Buxton & Sherburne, insurance 
Farley, Harvey & Co., dry goods 
EK. D. Little, eggs 

W. H. Morton, repairs 

Willard, Daggett Co., fish 
Thompson & Hoague Co., hardware 
Chas. T. Goodhue, supplhes 


7 


$18.00 
177.17 
858.00 
2.40 
13.00 
33.00 
8.25 
8.10 
32.15 
11.28 
27.50 
11.10 
77.58 
7.80 
67.87 
6.50 
13.50 
14.75 


2.04 
17,96 
.80 
5.37 
157.30 
13.20 
35.32 
43.32 
18.00 
108.52 
5.50 
5.70 
8.20 
29.44 
5.03 
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J. M. Lorden, Supt., pay roll $863.70 
J. M. Lorden, Supt., cash paid out 46.70 
H. K. Mulford Co., supplies 48.76 
Griffin Drug Co., medicines 16.25 
W. B. Pierce, supplies 11.90 
December 
Shepard Bros., groceries 23.05 
Ideal Mfg. Co., dresses 6.12 
Meredith Casket Co., caskets 92.36 
Wilson & Co., provisions 10.80 
Wilson & Co., provisions ' 106.08 
B. & M. R. R., freight 5.21 
B. & M. R. R., freight 13.54 
Am. Ry. Express Co., express 7.69 
Am. Ry. Express Co., express 4.85 
Stratton & Co., grain 86.40 
Stratton & Co., grain 82.04 
Swift & Co., provisions 27.00 
Swift & Co., provisions 369.83 
Woodworth & Co., groceries 151.28 
Dickerman & Co., groceries 140.91 
Whitman, Ward & Lee Co., fish TTF 
Whitman, Ward & Lee Co., fish 10.25 
Smith & Son, Inc., crackers 30.28 
Morris & Co., provisions 13.20 
Stratton & Co., grain 93.50 
Rochester Germicide Co., supplies 8.25 
A, C. Lord Optical Co., supplies 2.38 
Willard, Daggett Co., provisions 18.90 
H. W. Burleigh, supples 5.80 
A. P. Fitch Co., medicines 12.56 
A. P. Fitch Co., medicines 2.80 


A. P. Fitch Co., medicines 6.19 
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EK. A. Murray Co., supplies 

J.T. Moore, barrels 

C. P. Stevens, hardware 

P. Dana, grain 

Concord Electric Co., ight and power 
C. A. Hoitt Co., supplies 

Morris & Co., provisions 

Hodge Boiler Works, repairs 
Franklin Light & Power Co., eater 
Page Belting Co., supplies 
Dickerman & Co., provisions 

Capital Hardware Co., supplies 
Franklin Grocery Co., supples 

G. O. Thompson, repairs 

P. Dana, grain 

Smith & Son, Inc., crackers 
Fleischmann Co., yeast 

Hamilton Brown Shoe Co., shoes 

A. C.-Lord Optical Co., supphes 
Judkins & Wallace, supplies 

Holmes & Nelson Co., dry goods 
Coneord Wiring & Supply Co., supplies 
H. Diversi & Co., supplies | 
Woodworth & Co., groceries 

M. S. Roby, services 

H, E. Rainville, services and supplies 
L. J. Cherrier, supplies 

Evans Printing Co., printing 
Fleischmann Co., yeast — 

D. W. Fox, hardware 

Page Belting Co., supphes 

Benson Auto Co., service 

C. P. Stevens, hardware and paint 
Stark Bros., fruit trees 

Concord Electric Co., ight and power 
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$9.00 
21.00 
47.09 
70.25 
67.87 
23.00 
13.20 
6.27 
9.00 
5.50 
50,40 
a 
3.02 
5.98 
96.50 
11,40 
7.20 
65.30 
15.89 
55.74 
194,02 
2.50 
15.85 
112.73 
13.88 
23.80 
10.76 
7.12 
8.40 
1.75 
14,75 
1.00 
55,72 
96.00 
67.87 
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J. M. Lorden, Supt., cash paid out 
J. M. Lorden, Supt., pay roll 


Support oF Poor Not on Farm 


January 


$48.79 
835.00 


$40,025.56 


Knapp, M. D., professional services, Danbury $25.00 


Knapp, M. D., professional services, Wilmot 


Cook, M. D., professional services 
H. Orphans’ Home, board and care 

A. E. Roby, services 
Gray’s Garage, services 
C. J. Bailey, services 
City of Concord, board and care 
Mrs. T. F, Doyle, board and care 
Town of Loudon, aid 

Allenstown, aid 

Salisbury, aid 

Newbury, aid 

Bradford, aid 
Mrs. Nolan, board and care 
Hillsboro County Farm, board and care 
Hillsboro County Farm, board and care 
N. H. Children’s Aid and Protective Ass’n., 

board and care 

B. Carter, board and care 
Dover Children’s Home, board and care 
Mrs. F. F. Doyle, board and care 
J. G. MeQuilkin, cash paid out 


Lys 

Li. 

A. K. Day, M. D., professional services 
(OBA e 

N. 


25.00 
172.00 
5.00 
465,00. 
100.00 
10.00 
3.00 
6,092.39 
13.00 
96.50 
181.00 
8.31 
38.50 
161.93 
53.00 
19.29 
19.93 


24.00 
26.56 
15.00 
13.00 
40.60 
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February 


Harry Gray, services 
Town of Henniker, aid 

Pembroke, aid 

Chichester, aid 

Warner, aid 

Pittsfield, aid 

Allenstown, aid 
H. Britton, cash paid out 
K. Hill, M. D., professional services 
U. Sargent, M. D., professional services 
F. Oliver, M. D., professional services 
A. M. Lavallee, M. D., professional services 
EH. T. Drake, M. D., professional services 
Mrs. C. E. Stevens, board and care 
Hillsboro County Farm, board and care 
B. Carter, board and care 
B. Carter, board and care 
Golden Rule Farm Homes, board and care 
St. Patrick’s Orphanage, board and care 
St. Joseph’s Boys’ Home, board and care 
St. Peter’s Orphanage, board and care 
J. G. MeQuilkin, clothing 
Dover Children’s Home, board and care 
Thorne Shoe Store, shoes 
Notre Dame Orphanage, board and care 
Infant Asylum, board and care 
Holmes & Nelson Co., clothing 
Shepard Bros., supplies 
Mrs. B. Brown, board and care 


A. 
E. 
E. 
R. 


March 


Mrs. J. H. Nolan, board and care 
Mrs. B. Brown, board and care 
Mrs. K. E. Wood, board and care 
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$3.00 
561,95 
455.14 
69.15 
75.00 
477.54 
198.26 
52.42 
62,50 
37.50 
75.00 
87.50 
133,33 
15.00 
aby sys) 
6.00 
62,00 
390.66 
129,00 
42.00 
45.00 
18,00 
15.00 
4.00 
60.00 
34.00 
10.00 
4.75 
12.00 


30.00 
15.49 
32,00 
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Mrs. F’. E. Doyle, board and care $13.00 
Mrs. F. E. Doyle, board and care 13.00 
Town of Boscawen, aid 91.35 
J. A. Hall, services 3.00 
W. 4H. Mitchell, M. D., professional services 68.75 
N. H. Children’s Aid and Proc. Ass’n, board and care 18,00 
Dover Children’s Home, board and care 15.00 
Town of Hooksett, aid 194.00 
April 

Hillsboro County Farm, board and care 19.93 
I’. W. Morse Co., burial expense 34.00 
Thos. F. Doyle, board and care 13.09 
R. F. Oliver, M. D., professional services 50.69 
Notre Dame Hospital, board and care 40.50 
St. Patrick’s Orphanage, board and care 135.00 
Pembroke Chief of Police, services 5.00 
L. V. Knapp, M. D., professional services 50.00 
A. M. Lavallee, M. D., professional services 5.00 
W. E. Smith, M. D., professional services 8.00 
A. K. Day, M. D., professional services 167.50 
N. H. Children’s Aid and Proctective Ass’n, board 

and care 114.00 
Mrs. K. E. Wood, board and care 40.00 
Mrs. B. Brown, board and care 18.96 
Dover Children’s Home, board and care 15.00 
Hillsboro County Farm, board and care 18.64 
D. E. Sullivan, M. D., professional services 3.00 

May 


New London Hospital and Nursing Ass’n, board 
and care 49.82 
Katie E. Wood, board and care 35.00 
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Hillsboro County Farm, board and care 

Mrs. B. Brown, board and care 

C, E. Shepard & Son, services 

O. U. Sargent, M. D., professional services 

W. H. Mitchell, M. D., professional services 

EK. E. Hill, M. D., professional services 

EK. E. Hill, M. D., professional services 

M. P. Clough, professional services 

Holmes & Nelson Co., clothing 

Town of Pembroke, aid 

F’. L. Rix, services 

Shepard Bros., supplies 

Notre Dame Hospital, board and care 

Mrs. C. E. Stevens, board and care 

James H. Nolan, board and care 

Mrs. F. T. Doyle, board and care 

N. H. Children’s Aid and Protective Ass’n, 
board and care 

Dover Children’s Home, board and care 

Infant Asylum, board and care 

N. H. Orphans’ Home, board and care 

C. A. Lamson, M. D., professional services 

EK. T. Drake, M. D., professional services 

B. L. Freeman, M. D., professional services 

A. A. Beaton, M. D., professional services 

A, L. McMillan, M. D., professional services 

W. E. Smith, M. D., professional services 

Thos. F. Doyle, board and care . 

Mrs. B. Brown, board and care 

Katie E. Wood, board and care 

Mrs. Nolan, board and e¢are 

Hillsboro County Farm, board and care 

Dover Children’s Home, board and care 

N. H. Children’s Aid and Protective Ass’n, 
board and care 
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$19.29 
12.00 
16.00 
37.50 
68.75 
5.00 
62.50 
78.50 
Ait Wh 
298.31 
9.00 
3.00 
45.00 
15.00 
30.00 
13.00 


54,00 
15.00 
45.00 
523.00 
44.00 
66.67 
250.00 
20.00 
4.50 
10.00 
13.00 
17.40 
35,00 
15.00 
19:95 
15.00 


54.00 


64 MERRIMACK COUNTY REPORT 


O. J. Howard Co., burial expenses 

Margaret Pillsbury General Hospital, board 
and care 

Town of Pittsfield, aid 


July 


A. L. Reney Co., groceries 
St. Patrick’s Orphanage, board and care 
St. Peter’s Orphanage, board and care 
Dover Children’s Home, board and care 
N. H. Children’s Aid and Protective Ass’n, 
board and care 

Mrs. B. Brown, board and care 
Mrs. B. Brown, board and care 
N. H. Orphans’ Home, board and care 
Mrs. C. E. Stevens, board and care 
Katie E. Woods, board and care 
K. E. Hill, M. D., professional services 
K. E. Hill, M. D., professional services 
L. V. Knapp, M. D., professional services 
A. K. Day, M. D., professional services 
Town of New London, aid 

Chichester, aid 

Allenstown, aid 

'} Hilly aid 

City of Franklin, aid 


August - 


A. M. Lavallee, M. D., professional services 
A. M, Lavallee, M. D., professional services 
R. F. Oliver, M. D., professional services 

W. 4H. Mitchell, M. D., professional services 
EK. U. Sargent, M. D., professional services 
D. E. Sullivan, M. D., professional services 


$60.00 


10.28 
432.63 


144.67 
135.00 
75.00 
15.00 


54.00 
15.00 
15.00 
539,25 
15.00 
35.00 
5,00 
62.50 
50.00 
163.75 
33.00 
22.75 
294.71 
78.00 
918.48 


5.00 
87.50 
75.00 
68.75 
37.50 

3.00 
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Hillsboro County Farm, board and care 
Hillsboro County Farm, board and care 
Notre Dame Hospital, board and care 
Mrs. J. H. Nolan, board and care 

Mrs. J. H. Nolan, board and care 

Mrs. T. F. Doyle, board and care 

Mrs. T. F. Doyle, board and care 

Dover Children’s Home, board and care 


N. H. Children’s Aid and Protective Ass’n, 


board and care 
Town of Pembroke, aid 
Holmes & Nelson Co., clothing 
Mrs. B. Brown, board and care 
Infant Asylum, board and care 


September 


F, L. Rix, auto service 
Mrs. K. E. Woods, board and care 
Town of Loudon, aid 
Hooksett, aid 
Pittsfield, aid 
N. H. Children’s Aid and Protective Ass’n, 
board and care 
Mrs. T, F. Doyle, board and care 
Dover Children’s Home, board and care 
Harry Gray, auto service 
Mrs. B. Brown, board and care 
F. 8. Jenkins, expenses 


October 


EK. T. Drake, M. D., professional services 
KE. E. Hill, M. D., professional services 
A. K, Day, M. D., professional services 


5 
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$19.29 
19.93 
45.00 
15.00 
15.00 
13.00 
13.00 
15.00 


54.00 
219.50 
2.50 
12.00 
45.00 


9.00 
56.00 
16,35 

245.98 
361.15 


54.00 
13.00 
15.00 
4.00 
18.00 
5.00 


66.67 
62.50 
164.00 
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R. F. Oliver, M. D., professional services 

L. V. Knapp, professional services 

Mrs. James Nolan, board and care 

Mrs. James Nolan, board and care 

Mrs. T. F. Doyle, board and care 

Mrs. B. Brown, board and care 

N. H. Children’s Aid and Protective Ass’n, 
board and care 

N. H. Orphans’ Home, board and care 

St..Patrick’s Orphanage, board and care 

Dover Children’s Home, board and care 

Hillsboro County Farm, board and care 

Margaret Pillsbury General Hospital, board and 
care 

Mrs. C. E. Stevens, board and care 

Town of Loudon, aid 

F. W. Morse & Co., burial expenses 


November 


W. 4H. Mitchell, M. D., professional services 

EK. U. Sargent, M. D., professional services 

IF. H. Sargent, M. D., professional services 

Katie E. Woods, board and care 

Notre Dame Hospital, board and care 

Golden Rule Farm Home, board and care 

St. Peter’s Orphanage, board and care 

Mrs. T. F. Doyle, board and care 

Dover Children’s Home, board and care 

Margaret Pillsbury General Hospital, board and 
care 

N. H. Children’s Aid and Protective Ass’n, 
board and care 

F. L. Rix, auto hire 

Hillsboro County Farm, board and care 


$50.00 
50,00 
21.00 
15,00 
13.00 
12.00 


54.00 
584.00 
80.00 
15.00 
19.93 


45.57 
15.00 
27.29 
60.00 


68.75 
37.50 
180.00 
56.00 
45.00 
342.06 
60.00 
13,00 
15.00 


32.85 
54.00 


9.00 
19.29 
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Town of Allenstown, aid * $606.76 
Pembroke, aid 249.44 
Lucia R. Nolan, board and care 15.00 
W. M. Carr, clothing 5.96 
Miller Bros., clothing 31.16 
December 
Mrs. J. H. Nolan, board and care 20.50 
Mrs. B. Brown, board and care 15.18 
Harry Gray, services | 2.00 
I. V. Goss, services 100.00 
City of Franklin, aid 988.04 
Concord, aid 7,764.98 
Town of Hill, aid 78.00 
Chichester, aid 53.76 
Pittsfield, aid 507.90 
Notre Dame Hospital, board and care 110.00 
Golden Rule Farm Association, clothing 26.96 
F. S. Jenkins, cash paid out 15.00 
Mrs. T. F, Doyle, board and care 13.00 
Dover Children’s Home, board and care 15.00 
Hillsboro County Farm, board and care 19.93 
Margaret Pillsbury General Hospital, board and 
care 96.99 
E. F. Houghton, M. D., professional services 100.00 
N. H. Children’s Aid and Protective Ass’n, 
board and care 54.00 
F. L. Rix, services 5.00 
Mrs. C. E. Stevens, board and care 15.00 
Winter Bros., footwear 14.00 


$31,939.18 
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JAIL 
January 


M. J. Lee, repairs 

G. A. Wooster, board and key fees 
G. A. Wooster, cash paid out 

M. J. Lee, repairs 

Concord Electric Co., lighting 
Concord Gas Co., gas 


February 


M. J. Lee, repairs 

Concord Gas Co., gas 
Concord Electric Co., lighting 
G. R. Taylor & Co., coal 


March 
M. J. Lee, labor and supphes 


Concord Gas Co., gas 
Geo. R. Taylor & Co., coal 


April 


M. J. Lee, repairs 
G. A. Wooster, cash paid out 


G. A. Wooster, board and key fees 


W. T. Bailey Co., repairs 
Concord Electric Co., service 
Concord Water Works, service 
Concord Gas Co., service 
Concord Lumber Co., wood 


$5.85 
172.68 
204.00 
23,34 
31.05 
29.76 


02.97 

4.50 
29 06 
33.57 


23.24 
23.60 
180.00 


17.30 
300.19 
1,011.38 
24.84 
86.87 
48.01 
23.46 
22.00 
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May 


Concord Electric Co., lighting 
Concord Electric Co., lighting 

C. C. Jones, insurance 

Pauly Jail Building Co., supplies 


June 


T. Hodgson & Son, yarns 

M. J. Lee, supplies and repairs 
M. J. Lee, supplies and repairs 
Concord Gas Co., gas 


July 


Buxton & Sherburne, insurance 
Morrill & Foster, insurance 
Concord Lumber Co., coal 

Pauly Jail Building Co., supplies 
G. A. Wooster, cash paid out 

M. J. Lee, supplies and repairs 
Concord Water Works, water 

G. A. Wooster, board and key fees 
Concord Electric Co., lighting 


August 


Eastman & Merrill Agency, insurance 


September 


Concord Gas Co., gas 
Geo. R. Taylor & Co., coal 
Coneord Electric Co., lighting 
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$23.49 
22.78 
25.00 
11.23 


10,80 
LOFSL 
8.00 
52.63 


12.50 
25.00 
85.00 
32.55 
366.93 
37.59 
59.45 
612.78 
23.12 


31.25 


92.38 
495.00 
49.47 
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October 


Concord Water Works, water 

G. A. Wooster, board and key fees 
G. A. Wooster, cash paid out 
Concord Gas Co., gas 

Concord Electric Co., lighting 


November 


M. J. Lee, labor and supplies 
Concord Electric Co., lighting 


December 
Concord Electric Co., lighting 


Concord Gas Co., gas 
H, A. Trudell, wood 


Aw To NEgEpy BLIND 


January 
Sarah H. Mitchell, aid 
February 
L. B. Snelling, aid 
Josie L. Davis, aid 
March 


W. J. Sager, aid 
G. H. Woodward, aid 
Jennie P. Wright, aid 


$52.73 
580.76 
168.64 
97.66 
27.93 


39.79 
24.93 


31.21 
47.57 
12.00 


$6,411.59 
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Lizzie Lyford, aid 
F. A. Lang, aid 
F. E. Wells, aid 


May 


F. A. Lang, aid 
Sarah H. Mitchell, aid 
F. E. Wells, aid 

Josie L. Davis, aid 

L. B. Snelling, aid 


June 


Lizzie Lyford, aid 
W. J. Sager, aid 
J.P. Wright, aid 


July 


E. Wells, aid 

B. Snelling, aid 
W. Jennings, aid 
E. Berry, aid 

S. H. Mitchell, aid 
Mrs. H. Smith, aid 


F. 
L. 
G. 
C, 


August 


Josie L. Davis, aid 
Jennie P. Wright, aid 


September 


W. J. Sager, aid 
F, A. Lang, aid 
L. Lyford, aid 
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$30.00 
37.50 
37.50 


37,50 
37.50 
37.50 
37.50 
37.50 


30.00 
37.50 
37.50 


37.50 
37.50 
37.50 
37.50 
37.50 
26.00 


37.50 
3750 


37.50 
37.50 
30.00 
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October 
Geo. W. Jennings, aid $37.50 
Mrs, H. L. Smith, aid 26.00 
Mrs. S. H. Mitchell, aid 37.50 
C. E. Berry, aid 37.50 
November 
F. E. Wells, aid 37.50 
J. P. Wright, aid 37.50 
Jose L. Davis, aid 37.50 
L. B. Snelling, aid 37.50 
December 
F, A. Lang, aid 37.50 
L. Lyford, aid 30.00 
N. J. Sager, aid 37.50 
$1,409.50 © 
So.pIErs’ BENEFITS 
January 
City of Concord, aid : $445.55 
Mrs. Nolan, board and care 74.20 
March 
Mrs. Nolan, board and care 75.96 
May 


Mrs. Nolan, board and care 70.00 
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July 


City of Franklin, aid 
Mrs.’ Nolan, board and care 


August 
Mrs. J. H. Nolan, board and care 


September 


Mrs. H. R. Haselton, expense 


October 


Mrs. J. H. Nolan, board and care 
Mrs. J. H. Nolan, board and care 


December 


City of Franklin, aid 
ity of Concord, aid 





PAYMENTS OF INTEREST 
| June 
Nee No, 184—$20,000 

July 
Not\No. 180—$10,000—6 months 
| October 


Note Jo. 1883—$10,000 
Note Jo. 182—$10,000 
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$311.17 
395.00 


39.00 


45.00 


30.00 
35.00 


520.31 
632.85 


$2,315.04 


$296.11 


231.25 


230.00 
225.00 
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December 
Note No. 180—$10,000 $179.86 
Note No. 181—$10,000 380.28 
Note No. 182—$10,000 | 86.25 


$1,628.75 


PAYMENTS ON PRINCIPAL 
Note No, 183, Loan & Trust Sav. Bk., Concord $10,000.00 


t 
December 


Note 180, Merrimack Co. Sav. Bk., Concord 10,000.00 


Note 181, N. H. Savings Bank, Concord 10,000.00 
Note 182, Merrimack Co. Sav. Bk., Concord 10,000.00 


Note 184, National Shawmut, Boston 20,000.06 


$60,000 b 


Farm Burbau | 

January 

Merrimack County Farm Bureau, appropriation $35.00 
February 


Merrimack County Farm Bureau, appropriation /5.00 


March 


Merrimack County Farm Bureau, appropriation 375.00 
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April 
Merrimack County Farm Bureau, appropriation 
May 
Merrimack County Farm Bureau, appropriation 
June 
Merrimack County Farm Bureau, appropriation 
July 
Merrimack County Farm Bureau, appropriation 
August 
Merrimack County Farm Bureau, appropriation 
September 
Merrimack County Farm Bureau, appropriation 
« 
October 


Merrimack County Farm Bureau, appropriation 


November 


Merrimack County Farm Bureau, appropriation 


December 


Merrimack County Farm Bureau, appropriation 


$375.00 
375,00 
375.00 
375.00 
375.00 
375.00 
375.00 


375.00 


375.00 


$4,500.00 
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MISCELLANEOUS 


March 


L. A. Sanders, M. D., viewing bodies 


May 
L. A. Sanders, M. D., referee 


July 
L, A. Sanders, M. D., services 


November 


L. A. Sanders, M. D.,-viewing bodies 


December 


F. L. Rix, services 
L. A. Sanders, M. D., viewing bodies 


SUMMARY 
RECEIPTS 


Balance on hand, January 1, 1924 
County taxes 

Fines and forfeits 

Income from Institutions 

Interest, daily balances 
Reimbursements for support of poor 
Money borrowed 

Miscellaneous receipts 


$45.70 
56.00 
38.30 
24.60 


10.00 
82.30 


$256.90 


$10,882.71 
107,900.00 
2,649.72 
14,901.88 
202.97 
77.50 
60,000.00 
973.48 


$197 588.26 
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EXPENDITURES 


Salary of County officers 
Expenses of County officers 

Care and supplies for Court House 
Jury pay rolls 

State vs. pay rolls 

Counsel fees 

Court Stenographer 

Clerk Superior Court 

Sheriff and Deputies 

County Farm 

Support of Poor away from farm 
Jail 

Aid to Blind 

Soldiers’ benefits 

Indebtedness payments 

Interest payments 

Farm Bureau 

Miscellaneous payments 


Total receipts 
Total expenditures 
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$5,300.00 
468.11 
11,407.64 
5,276.52 
9,513.75 
315.00 
856.75 
1,195.02 
3,031.60 
40,025.56 
31,939.18 
6,411.59 
1,409.50 
2,315.04 
60,000.00 
1,628.75 
4,500.00 
256.90 


$185,850.91 


$197,588.26 
185,850.91 


Balance in hands of Treasurer January 1, 1925 $11,737.35 


No outstanding notes on bonds December 31, 1924. 


We have examined the foregoing accounts of Andrew 
J. Hook, Treasurer of Merrimack County, and find the 


same correctly cast and properly vouched. 


ARTHUR H. Britton, 
JOHN G. McQUILEIN, 
FREDERICK A. HOLMES, 


December 31, 1924. 


Commissioners of Merrimack County. 
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AUDITOR’S REPORT 


We hereby certify that we have audited the accounts 
of the county commissioners, county treasurer, and super- 
intendent of the county farm, from January 1, 1924, to 
January 1, 1925, and have found the same correctly cast 
and supported by proper vouchers. We believe that all 
purchases have been made at reasonable prices and have 
been used for county purposes. 


W. J. AHERN, 
ELWwIn L. PAGE, . 
County Auditors. 


To the Auditors: 


We hereby certify that the net floating indebtedness of 
the county on January 1, 1925, to the best of our knowl- 
edge and belief, does not exceed five hundred dollars, 
aside from the amount due cities and towns for the sup- 
port of soldiers and sailors, and for the salaries of the 
county officers for the last quarter. 


ARTHUR H., BRITTON, 

JOHN G. McQuILKIN, 

FREDERICK A. HOLMES, 
Commissioners of Merrimack County. 


Merrimack ss., January 22, 1925. 

Personally appeared Arthur H. Britton, John GQ. 
McQuilkin, and Frederick A. Holmes, and made oath to 
the above statement. 

I, EUGENE KEELER, 
Justice of the Peace. 
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REPORT OF THE SUPERINTENDENT 


MERRIMACK CouNTy ALMSHOUSE AND HOUSE OF 
CoRRECTION 


Gerrish, N. H., December 31, 1924 


To the Commissioners of the County of Merrimack: 

Gentlemen: The annual report of the conduct of the 
Merrimack County Almshouse and House of Correction 
for the year ending December 31, 1924, is herewith sub- 
mitted: 


CASH RECEIPTS AT THE FARM DURING YEAR 


January 
Peter Robie, board $30.00 
Peter Robie, gloves 2.25 
Peter Robie, stockings 1.25 
Joseph Morin, pigs 17.00 
EK. W. Davis, board i 10.00 
Raymond Gardner, cream 130.97 
Chichester, board of Mrs. Stockman 72.18 
Dr. Adams, board of Mrs, J. Hawthorne 123.45 
Sale of matches 25 
Boscawen, refund on school ticket 8.80 
G. J. Messer, board M. Fellows 65.72 
C. H. Chase, milk and cream 24.48 
G. T. Cilley, board George Dowlin 65.72 
Chas. Prescott, pigs 15.00 
Henniker, board Mr. and Mrs. Carter 157.72 
A. E. Dunbar, board Mary Mudge 15.00 
Ruth Tucker, telephone toll .60 
Frank Mudge, board Mary Mudge 10.00 


H, J. Brown, board C. Norton 65.72 


6 
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Danbury, board Harry Gould 
Bradford, board Eliza Nichols 
Chichester, board Stockman 
Allenstown, board H. Woods 
Bow, board Ann Nichols 


Total 


February 


Ernest Petel, pig 

W. J. Holmes, rolling roads 

Franklin, board Sanborn, Locke, Nedeau 
EK. L. Page, board Starkweather 

H. J. Chase, milk 

Hooksett, board C, Elhott 

Sutton, board E, Fowler 

John Bruton, board 

A. Cate, groceries 

P. Rowe, ice 

Coneord, board of Preston and Manchester 
John Peverley, two pigs 

F.. Mudge, board M. Mudge 

Langdell Lumber Co., drawing lumber 
Langdell Lumber Co., labor lumber 

A. E. Waite, calves 

Langdell Lumber Co., teams and labor 


Total 


March 


A. E. Waite, pigs 
Sale of matches 
Telephone toll 
Aid to autoist 


$65.72 
65.72 
65.72 
65.72 
92.00 


$1,170.99 


$13.00 
17.50 
197.16 
18.30 
2.70 
92.00 
65.72 
9.00 
60.67 
19.00 
66.44 
16.00 
15.00 
63.62 
89.30 
94.00 
100.00 


$939.41 


$91.00 
.25 

.00 
1.00 
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Ruth Tucker, telephone 

W. T. Holmes, labor 

S. Brunell, potatoes 
Langdell Lumber Co., labor 


Total 
April 


Joe Thibodeau, potatoes 
Joe Thibodeau, veal 

P. Robie, board 

Meals 

S. Sweet, potatoes 

S. Sweet, potatoes 
Telephone toll 

Meals 

Jos. Colby, drawing lumber 
J. H. Morrison, potatoes 
Concord, board 
Chichester, board C. Boyee 

Hooksett, board C. Elliott 

Suncook Lodge I. O. O. F., board C. Goodwin 
Bow, board White and Nichols 

G. A. Cilley, board Geo. Dowlin 

Gardner Bros., cream 

H. T. Brown, board C. Norton 

F. Mudge, board M. Mudge 

A, P. Fitch Co., refund 

G. J. Messer, board M. Fellows 

F. Mudge, board M. Mudge 

Dr. C. Adams, board M. Hawthorne 

Shepard Bros., refund 

C. H. Chase, milk 

Danbury, board H. Gould 


od 
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$0.25 
5.00 
34.15 
209.10 


$338.25 
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Concord, board $197.16 
Gardner Bros., cream : 51,22 
K. L. Page, board Starkweather 104.00 
Total . $2,212.19 
May 
Chas. 8S. Chase, milk and board $10.15 
W. J. Holmes, labor 73.00 
Sale of milk and cream 3.35 
D. P. McKerley, goods 7.00 
Hopkinton, board Joe Cooper 55.72 
Boscawen, school tickets 9.51 
Allenstown, board H. Wood 65.00 
Sutton, board E. Fowler 65.00 
Gardner Bros., cream 32.28 
Chichester, board Mrs. Stockman 65.00 
Joe Krop, cows 200.00 
Gardner Bros., cream 35.46 | 
Henniker, board Mr. and Mrs. Carter 156.00 
Dorothy English, board 14.00 
C. H. Cotton, 9 pigs 45.00 
Mr. Clarg, pig 5.00 
Jerry Noonan, 2 pigs 10.00 
Lyster Bros., veal 50.75 
F. Mudge, board Mary Mudge 25.00 
L. N. Watson, labor 7.00 
Horace Wells, 2 pigs 10.00 
Mr. Nelson, 1 pig 5.00 
A. DeMars, 1 pig 5.00 
F. A. George, 2 pigs 10.00 
W. F. Stevens, 2 pigs 10.00 
J. H. George, pig 5.00 


Mr. Wetherbee, 9 pigs 45.00 
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Gardner Bros., cream 
Mr. Cram, 2 pigs 

C. Holmes, pig 

Mr. Sanborn, 2 pigs 
F. Holmes, pig 
Franklin, board Sanborn, Locke, Nedeau 
Mr. Ives, pig 

F. B. Gay, 2 pigs 
Paul Watts, pig 

C. Blake, 2 pigs 

C. Granger, 2 pigs 
Nellie Lakin, 2 pigs 


i Total 


June 


Oscar Morse, 4 pigs 
Gardner Bros., cream 

I. N. Roberts, 2 pigs 

H. G. Rollins, 3 pigs 

State Prison, 15 pigs 

C. H,. Chase, milk and cream 
Gardner Bros., cream 
Dorothy English, board 

S. P. Fellows, pig | 

C. P. Whittemore, pig 

C. Johnson, pig 

H, Meckey, pig 

G. Nardini, potatoes 

L. N. Watson, labor 
Langdell Lumber Co., labor 
Gardner Bros., cream 


Total 
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$41.84 
10.00 
5.00 
10.00 
5,00 
195.00 
5.00 
10.00: 
3.00 
10.00: 
10.00: 
10,00 


$1,341.06 


$20.00 
42.33 
10.00 
16.00 
75.00 
5.74 
42.75 
30.00 
5.00 
5.00 
5.00 
5.00 
95.45 
50,96 
136.58 
48.21 


$593.02 
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July 
Gardner Bros., cream $47.63 
Wm. Brown, 2 pigs 10.00 
John Morrison, 2 pigs ; 10.00 
Mr. Spaulding, 2 pigs 10.00 
Riley Breed, matches 20 
F. H. George, pig 5.00 
B. & M. R. R., refund 31 
Henry Proulx, potatoes 54.05 
D. English, board 30.00 
P. B. Phillips, board 6.00 
Gardner Bros., cream 33.62 
Gardner Bros., cream 28.71 
G. 8. Cilley, board G. Dowlin 65.00 
F. Mudge, board M. Mudge 20.00 
F.. Farrell, board Williams | 74.00 
Orphans’ Home, fertilizer 171.75 
Geo. Messer, board M. Fellows 28.65 
E. L. Page, board Mrs. Starkweather 104.00 | 
H. J. Brown, board Norton 65.00 
C. W. Adams, board Hawthorne 74.83 
David Hawthorne, board Hawthorne 8.17 
John Hawthorne, board Hawthorne 13.00 
Gardner Bros., cream 55.64 
Gardner Bros., cream . 43.18 
Total $958.79 
August 
Hooksett, board E. Elliott : $45.00 
Anna Gove, board 47.15 
G. Rand, pig 5.00 
Concord, board of Preston, Byrnes, Heath, 
Chase, Manchester 338.00 


Bradford, board Nichols 65.00 
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Franklin, board of Locke, Sanborn, Nedeau 
Suncook Lodge I. O. O. F., board Goodwin 
Bow, board White and Nichols 

L. N. Watson, labor 

Chichester, board Brown and Stockman 
Hopkinton, board Mr. and Mrs. Carter 
Allenstown, board H. Wood 

Sutton, board E. Fowler 


Total 


September 


L. N. Watson, labor 

J. Hawthorne, board Mrs. Hawthorne, 
Damage on harness 

H. Hawthorne, board Mrs, Hawthorne 
J. Hawthorne, board Mrs. Hawthorne 
F. Wells, board Hiram Severance 

B. & M. R. R., ties 

J. Hawthorne, board Mrs. Hawthorne 
Franklin, board of Locke, Sanborn, White 
Geo. Solomon, rags 

Gardner Bros., cream 

L. N. Watson, labor and milk 

J. Higgins, cattle 

H. J. Brown, board Norton 


Total 


October 


Mr. Odon, board 

C. Masse, 2 pigs 

J. Daniells, 2 pigs 

H. Rainville, 3 pigs 

J. Hawthorne, board Mrs. Hawthorne 
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$166.45 
130.00 
247.00 
84.00 
102.90 
156.00 
65.00 
8.00 


$1,459.50 


$49.00 
8.00 
3.00 
36.00 
8.00 
10.00 
84.85 
10,00 
179.44 
2.79 
122.69 
44.34 
500.00 
65.22 


$1,123.43 


$8.00 
8.00 
8.00 
12.00 
5.00 
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FF. Knowlton, pig 
Mrs. Buck, 2 pigs 
J. Hawthorne, board Mrs. Hawthorne 


$4.00 
6.00 
10.00 


Concord, board of Preston, Heath, Chase, Stratton, 


Byrnes, Manchester 
B. & M. R. R., labor 
G. S. Cilley, board Dowlin 
F. Farrell, board Williams 
Bow, board of White and Nichols 
C. H. Chase, milk and cream 
Hopkinton, board Cooper 


Suncook Lodge I. O. O. F., board Goodwin 


Henniker, board Mr. and Mrs. Carter 
J. Higgins, hogs 

Bradford, board Nichols 

Langdell Lumber Co., labor 


Total 


November 


Mr. Willabee, 8 pigs 

Andrew Meaney, 2 pigs 

D. Hawthorne, board Mrs. Hawthorne 
J. Higgins, calves 

Milk and cream 

J. Hawthorne, board Mrs. Hawthorne 
Chichester, board Stockman and Brown 
Sam Hill, 3 pigs 

J. Anthony, 2 pigs 

J. Hawthorne, board Mrs. Hawthorne 
Sale of matches 

J. Hawthorne, board Mrs. Hawthorne 
O. A. Towne, board F. Thompson 
Telephone toll 


Total 


398.02 
2.50 
65.72 
92.00 
223.70 
10.68 
152.88 
131.40 
157.72 
466,90 
65.72 
336.72 


$2,164.96 


$32.00 
10.00 
46.00 
60,00 
4.00 
5.00 
131.44 
15.00 
6.00 
5.00 
20 
4.00 
135.00 
.65 


$444.34 
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December 


W. A. Chase, 2 pigs 

A. J. Hooke, Macenter estate 
Telephone toll 

Sale of matches 

Langdell Lumber Co., teams and labor 
Mrs. McKerley, goods 

Mrs. Cate, goods 

Franklin, board Mrs. White 

Langdell Lumber Co., labor 

Alice Bentley, board J. Bentley 
Swift & Co., refund 

A. P. Fitch Co., refund 

Chichester, board Stockman and Brown 
Hooksett, board E. Elliott 
Merrimack F. & F. Co., hay 

Ive Colby, labor team 

M. A. Proulx, potatoes and veal 
Gardner Bros., cream 

Mrs. Gove, board 


Total 


CasH Pain To County TREASURER 


Feb. 4 A. J. Hook, County Treasurer 
Mar. 3 4 ¢é ce ¢é¢ a4 
Mar. 31 ¢¢ (4 a4 (a4 ce 
Apr. Tye HCE 66 66 6c 
May 5 cé ce éé cc ée 
June Ye (74 74 a4 a4 a4 
June 30 Be ¢é 6c (4 ce 
July 31 ¢é ce ‘¢ cé ¢é 
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$12.00 
20.05 
29 

25 
54.69 
5.00 
0.00 
19.00 
19.54 
21.00 
00.21 
Pa 
131.44 
46.00 
614.00 
230.00 
274.42 
61.52 
131.44 


$1,696.94 


$1,170.99 
939.41 
338.25 
500.00 
1,712.19 
1,341.06 
593.02 
958.79 
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Sept. 3 A. J. Hook, County Treasurer $1,459.50 
at. Gass ct acta, re hy 1,123.48 
Novirteuitiew co ped: 4 i 2,164.96 
D380 HM Revie SAS mae a a . 444.34 
DG ila RCs le s ny 1,696.94 

Total $14,442.88 


DvuE THE Farm DECEMBER 31, 1924 


Gardner Bros., cream $450.00 
City Concord, board 433.68 
Franklin, board 317.55 
Town Bow, board 249.75 
Henniker, board 157.72 
Allenstown, board 92.00 
Danbury, board 65.72 
Bradford, board | 65.72 
Suneook Lodge, No. 10, I. O. O. F. 131.40 
Fred Farrell, board Williams 92.00 | 
G. 8. Cilley, board Dowlin 65,72 
C. P. Norton, board 65.72 
HK. Ll, Page, board Starkweather 65.72 
Frank Thompson, board 65.72 
Merrimack Feed and Fuel Co., hay 183.00 
Total $2,501.42 


Propucts OF THE Farm 1924 


Hay 160 tons 
Ensilage 110 tons 
Oat fodder 10 tons 
Corn on ear 1,000 bushels 
Sweet corn 200 bushels 


Potatoes 1,200 bushels 
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String beans 
Dry beans 
Green peas 
Cucumbers 
Beets 

Carrots 
Turnips, early 
Turnips, ruta baga 
Parsnips 

Beet greens 
Ripe tomatoes 
Green tomatoes 
Rhubarb 
Apples 

Lettuce 

Plums 

Squash 

Milk 

Hogs sold 

Pigs sold 
Veals 
Strawberries 
Asparagus 

Ice harvested 
Dandelions 
Endives 

Wood, cut on farm 


75 bushels 
85 bushels 
35 bushels 
50. bushels 
25 bushels 
30. bushels 
40 bushels 
100 bushels 
35° bushels 
60 bushels 
25 bushels 
40 bushels 
800 pounds 
100 barrels 
250 heads 
5 bushels 
214 tons 
260,000 pounds 
7,000 pounds 
210 heads. 
20 heads 
30 bushels 
100 bunches 
250,000 pounds 
200 bushels 
100 bushels 
140 cords 


MERRIMACK COUNTY REPORT 


G Gg 
Pian Le 
G 6g 
G 6g 
6 Gy 
G 6g 
G6 UP 
G 6f 
6G 69 
9 
9 6 
9 WV 
G 6g 
STAD 
i ae 
F 4.6 
ieee! 
9 6 
Ea 3) 
6 of 
om GS 
Cae *f! 
aa kod 
"SAT “MM 
poytod 
-dns 
OMALT, 
Wav 


86 


et 


ULV} VV 
posreyosiq 


9 
aed 


maey 1 
possvypsicy 


” 
UIvy] JV 


‘WO 9 


pasaeypostq 


) 
Uumaey VW 
pasretposiq 
?) 
ped 


?? 


) 
Ivy VV 


qyBep 


10 ad1eVYOstp JO o4Bq 


PIPYUILON 
paoou0g 
u1osd iy 
Arnq.ioy ued 
LaysatpiyO 


?) 
p1odu0g 


mIpyUVAY| 


? 
) 
9? 


proouog 
uopno’y 
UIMBISOT 
IgAOpuy 
PIPSBUWON 
#4983100 Hf 
PIED YIAON 
IOUIB AA 
p1osu0g 
IOUIB AMA 


UOT} 910 A | 


II6GL ‘OL “3deg 
S26I ‘6 “PO 
6I6L ‘6l “are 
S68I ‘SZ “AON 
SI6L ‘OL ABI 
6I6L ‘St ABI 
P26L ‘8 APN 
LI6E ‘8, oun 
LI6L ‘IZ “AON 
F261 ‘OL “Ady 
F261 ‘OL ‘ady 
$261 ‘OL ‘ady 
GI6I ‘OL “AON 
P26L ‘02 “PO 
F261 ‘82 “O 
Po6L “6G oun 
F26L ‘ZE oun 
BIG ‘Z uve 
6161 ‘9 “ABTA 
CLE. oS RO 
O61 ‘9 ARTI 
cd ee ee C8) 
TO6I ‘9 “gdag 
UOISSIUIpe 
jo oyvq 








YIoX MON 
u0jsog 


‘ssvy ‘Aourn?) 


“SSRI 
IaysoyptyO 


‘OW ‘yooouv Fy 


YIOJSPOO AA, 
epeury 


UIT YURI 


pr0su09 
BpBUuRy 
p1oouo0g 
JVUOUTIO A, 
uwaMBISO 
‘OW ‘eysnsny 
puevlsay 
epeury 
puow fey 
IOUIB AA 
pioou0g 
sodvung 


eov[dyyard 


GZ6T ‘IT AUVONVE OL ‘P26T ‘T AUVONVE WOU 


ouuer ‘ssuTUTUINY) 
uyor ‘fase 

‘qd Moipuy ‘28[0D 
uyor ‘uBYyeI[eD 

"M “O94 SosByO 
vruesngy ‘A9T[IO 
yueiy ‘esvgO 
uresrydy fay30qqeyO 
sluueLr £9}39810D 
viulyory ‘Aq{oO 
wpoayTy ‘Aqiop 
vuIploy ‘Aqjop 
prvyory ‘[JeMulo1O 
sveuony, ‘eying 
yuri ‘Aqvieg 

‘) nRayoRy ‘Siaspeg 
UoLIBy, ‘Laspeg 
utmMpy ‘Ao[peorg 
xoTy ‘onplog 

"T anyyly ‘jouueg 
Aotry ‘poorg 


‘H pavyourylg ‘suepy 


"H 981004 “930qqV 


OUR N 


GqHL LV DNINIVWAY GNV ‘GHId YO GADNYVHOSIG ‘CALLINGVY SALVNNI 


93 


MERRIMACK COUNTY REPORT 


COON Way aks oe, iii Gt har lal ONE AMES fk oY EES Da oR 


OL 


Be > ol 


3G 
6G 
6G 
GG | PV 
GG 
6g 
3 126 
LT 
ey DL 
SI. | ¥ 
GG 
ine 
GP | SL 


oun 


Av 


oun 


"IVY 


*‘ydag 
“49() 


“AON 


ae, 


UlIv i 4W 
pos1eyosiq, 


Le) 


wey Ty 
pas1Byosiy 

> de 

« Jb | 

» Db 3 

»? 

be 

bes 2 

”? 

b ee J 

9 

22 

ae 

i) 

oF 

»”) 
UIvy 4V 
postd 


Uae] VV 
ped 

ULIvy V 
posivyostcy 


peld 


wey IV 
posiByosid 





IOUIBVM [EZ6L 
proogo() 6161 


IOUIB MA 


px0ou09 
dog wag 
Arnqst[eg 
px09u0g 
PLPUSHTd 
px0o109 
UIpyUBAT 


px09u09 
uoyurydo Fy 
UI], YABI 
uojurydo fT 
yoooung 
PlPGsH Id 
woyulydo py 
p1ojpeig 
pioouo0y 
LaysaqoryO 
piloou0g 
oA 
PlPgsHid 
LOYLUUI FY 
p1oouo0g 
tloyurydo Ay 
P[PFSHld 
UL, {UBL 


GI61 
PCbT 
Pe6L 
SI61 
Go6L 
Po61 
PobT 
S88T 
OZ6L 
LI61 
Pa6L 
SI6T 
S661 
1661 
LI61 
606T 
S661 
Pc61 
LI61 
6c61 
6é61 
OZ6T 
OG6T 
GI61 
L161 
Po6T 
Po6L 
Po6L 
6661 
PE6T 
OZ6T 


OUI’ IT 
BIJOOG BAON 
IOUIB AA 

yIo XK MON 


‘Sy ‘toAopuy 


ayoiq ued 
Arnqueqd 
uopno'y 
yoooung 
Pleyte9d 
Bpeury 
yIoX MON 


"A 'N ‘uospny 


JVUOULIO A. 
PIP UIION 
uojyurydo f{ 
OUIVIN 

Ul] YUBA 
uojurydo 
yoooung 
purely 
PIBPpoys 
BIJOOG BAON 
oLOgs TE 
wmBysind MON 
puvlsugy 


epeurp 
Yo0000}u0g 
YIOISPOO MA 
IOUIV A 
TTeMo'T 

tgs 


"y Arey ‘paojqey 
‘EL quoqoy ‘Aasuo}{ 
aAoT ‘Koyur py 
ouesny “ysin FY 
eovsy ‘fatpey 
uogpodeyy ‘ssaupoos 
per “Tfeyoyen) 
“ULM ‘JeoTUVeLD 
qdesor ‘afu0y 

BpT ‘SaTLD 

“aH BrAT “STUUT 
"FI “0045 SUTMpooN 
sopavyO ‘uudy 7 

‘y Arey ‘uvudds 7 
"TL Yuva ‘SMoTlay 
JEBIPIP, ‘uvseRy 
Jolley ‘slopuvpy 
uel [a ‘AoTULT 
joluUByyeN ‘SLopurBl iy 
"H “00D “Big 

"f semMOYL ‘ystsug 
Jenureg ‘stAeq 

‘O BILLA ‘ospoqg 
uvsng ‘Ayroyoqg 
"M “SRY ‘v0q 
sourve ‘uvondg 
Burpy ‘ourBIyN(T 
Iayeq ‘eumng 

“~ preyory ‘&qyor) 
yuBsry ‘eseyo 

"H UO ‘rotang 

_ prvuseg ‘urlpyoo0g 
"VY svorog ‘yxIvioO 


MERRIMACK COUNTY REPORT 


94 





Aruay ‘espn 
Arey ‘espn 
‘SBUO “PBUSTTAOW 
‘WY euTIoyyeO ‘Av yo 
‘f poly ‘preuoqow 
youyed ‘Snuvyoyl 
youyeg ‘snuryoyy 
yoqoy ‘ouv TOW 
YUBA ‘AMON 
vay ‘Aydanpopw 
sUuLIOyyVD ‘AByOW 
SOUIBE ‘AYDO'T 
pravMpy ‘uUByouryT 
stouviy ‘ouviqoy 


"¢ Ayjyorog ‘fauraiqery 


SION ‘AouvsqoayT 
oolyeog ‘Aouviqey 
YUBA QIAoT 
plvsaMpy ‘ueyoury 
qoqoy “oully 

‘y ssuroyy, ‘Aouusy 
BuIA “UIqor 

V Blyne ‘sxpory 





& ae 9 Sigs S261 ‘OZ 9une uojurydoy | Z 
ee ies wojyurydor [ez6r ‘oz oune UMOISJOL) | SF 
Seg WB] TV pLoouoy |Zz61 ‘IT “lay ptoouo0g | TL 
* ies I ounf pasiByosi(] UdMBOSOY |PZ6L ‘ST Av UIMBOSOG | — 
—-e« 194 “adeg pod * F261 ‘ZI “day vuvipuy | 1¢ 
§€ 9 |08 ‘0 r », —‘ |PSBT “GT “3dag mec? 
— $1|% ‘ady  posieyosiq Ul[YUVI |SZ6L ‘SZ “Qe puejory | Z 
eats 77 is ayorquiag |{Z6l ‘oe ABI vnysen | 69 
Z 2g %; IOUIVA |TZ6L ‘8T “AON vpeurg | 0s 
.-. 68 UB] 1¥ PPUGWON 16061 ‘ZI ABI BIUODB’'T | GE 
I 6 | T oung  posreyosiq pLoou0y [F261 ‘GT Avy BIJOOG BAON | LE 
a. 2 5 yoooung |FZ61 “8 “90q_~| puRsy espoyy | Ze 
G- WIBy JV Ss Sz6L ‘ez A[ne puepery | $9 
Sr -f--1 oe “deg = "6 E261 ‘ST “3deg |sy ‘uvugig A | ZT 
€ S116 ‘ady ¢ % S261 ‘Fe “ydog uoMvosog | — 
oo PE th. ay ¢ “ SZ6L ‘81 “9deg ewpeury | 1g 
6 FL/6 ‘ady  pasieyosiqg _ UlpyuRT |§Z6r ‘St “‘adeg spy ‘ueagiq aM | 6 
2a Wael IV ploouoy |SO06I ‘8z ‘90(T poomyyJON | 2g 
oases is Ge seat 8 4 UlYUBIA [EZ6T ‘GZ “AON puejoly | F9 
@ @ |— oune  pasireqosiq WOSYOOH |FZ61 ‘rl “adv Biaysny | Z9 
ze ; PIPUWAON [€z6T ‘2 990 uosreyor | 92 
ize 7 pLoouoy IST6T ‘Zt “dag Bpvuey | $8 
ae | WuIey VV Ul[yURI (2261 ‘ZT “uRe YOVULLIOT | 9 
“SAC "AM 
poqiod 

oe qyR0 UOISSTUIPB ia 
ee IO eae jo eq sat acti | Jo Sire Pad de a 





oUIB Ny 














panuyuoo—HASNOHSWITV ALNNOO MOVWINYUW AO SHLVWNI 


95 


REPORT 


MERRIMACK COUNTY 


WDA MAM COAHNNNMIANNNANNWINNNANANNNNANAN 


GG 
GG 
GG 
GY 
6g 


OG 
od! 
OT 


0% 


9) 


”? 
taIBy VV 
pose yposid 
petd 
posreyostq 
? 


uaey "7 V 
posivyposiqd 
? 


way FV 
posieyosiq 


p1oouo0y 
UOMBOSOG 
Ul[ YURI 


2) 


pros u09 
yoooung 
? 
te) 
” 
? 


? 
p1oou0g 
yoooung 


p10ou0g 
UIMBISOG 
pioou0g 
yooouns 
p1oou0y 


PLPYs ld 
pr09u09 
UMOISUdTTV 
p1o0du0g 


urosd at 


qJ08 OOH 
ploou0g 


6661 
SI6L 
I661 
Gc6L 
LT61 
v6sT 
6161 
SI6L 
SI6I 
OZ6T 
6G6L 
LO6BT 
bo6L 
FC6L 
SI61 
6c61 
Po61 
CI6L 
6é61 
6G6 1 
6661 
9T6T 
PC6I 
PCbL 
Po6L 
P61 
PI6I 
IG6L 
LI61 
6661 


"AON 
“AON 
"ydag 
‘uve 
‘uBe 
aeyG | 
Ane 
adyv 
"090(T 
Key 
“AON 
“AON 
“AON 
“1d Vy 
“Id y 
Av 
“IVI 
Ayn 
“IVI 
“IVI 
1dy 
Av 
“AON 
09] 
“00(] 
oun 
‘PO 
“00, 
“qe 
oun 


pioouo0g 

puv[eiy 
pLoouo0g 
puvlsug 
BIULSIL A 
P109U0{) 


vpeury 
yIoX MON 
WUBY UBL) 
pioou0g 
puvyey 
pioou0g 
BpBUuRy 
[Ow 
Bpeury 
BIUOIB'T 
BIJOOS BAON 
[[ToMOry 
p1oou0g 
PlOYs Id 
pLoouoy 
£INGIIPUBO 
AING MON 
IOUIB AA 
“SSU I 
purely] 
OUIV I 
puvlsuny 
ITepuoM 





“UM ‘1[PMOG 
[OBYOIL ‘UBATT[NS 
‘spy ‘uosdurg 
“aq Arey “ystug 
IO[ABy, ‘41BMO4S 
yourlg ‘SudaAd}g 
aUuTpOLRA ‘ASBABG 
Iojog ‘pavdayg 
poly “purpyny 
TA Sotpy ‘aMoyy 
uyor ‘UOSsuIqoYy 
svuoy L, ‘uumMe 
‘yy uvUNIy, ‘oye 
UBIAT[Q ‘X[NOIg 
a1sng ‘4I00Se1g 
ydasor ‘1oA01g 
yorayed *Poq8.O 
soulBvL, SADATISC) 
ydosor “y]nBvoON 
“W SUIAIT ‘StIdON 
"CV ‘SOTIN 
9510045) ‘SUTIRJUN 
sojavyO ‘UOsey, 
Arey SUBSIOT 
“HO ‘ues10yy 
UOSTON ‘UOSB]L 
yoryeg ‘hain 
poly ‘WOOP 
snuiydag ‘19a, [ TAL 


"Ty otqqy ‘UoJUBILO PY 


MERRIMACK COUNTY REPORT 


96 











ouuLy, 


G 981/81 ‘3deg ped 
o.- GY ” 
ZG TIBy IV 
— @Z|¢ ‘ydeg = pase yosicy 
6G 68 ” 
G09 UlIBy TV 
IT —IT “AON ppasavyosiq 
es + ULIv] FV 
vio tae ‘Idy  pasreyosiq 
"SAC °M 
9q10d 
Sand qyevop 


IO @SIVYOSIP JO 9}VG 


PlOGUILON 
UIMBOSOT 
L9IS9yOIyO 
p1oou09 


Ul WBA 


peysitd 
p1oouo0g 
uiosdqy 


W1OIY VIO AA 








EZ6T ‘GZ 290 YIOK MON | 69 UYOr “TOxTRM 
POG “FZ “ARIA [OS | 68 Aruoy] ‘pre Ay 
2c6l “LT oune wosday | 19 UYyOr “SpOOA, 
F261 “FL “ARIAL FOUTTTMA | 2 UBITEVT “YITOM4UO AA 
2261 “FZ oune puvjery | 26 Arey ‘ovray) 
S68I ‘Z ‘avy | Uopuory MeN | 2) BINVT ‘9[MOT, 
PEGI ‘0G “AON Pleysitd | O¢ snion’y ‘sur[jeug 
F261 ‘GL “AON p4loouoy | ZZ OSINO'T ‘LOYJVIMYIVIC 
EZ6L ‘ES "490 uoyrequng | Z9 "M ‘ff STOAMBS 
te ele soe [dyad i OUIB NT 














pepnpyvodJ—HASNOHSWTV ALNONOO MOVWIYHYUW AO SHLVWNI 


97 


MERRIMACK COUNTY REPORT 





aoe ms MOG |IZ6L ‘I ‘“4®A 
(RTS rr pLO}pRIg |SI6L ‘0% °“2°O 
PERE = PlO9UOD |§Z6l ‘OL “99 
Z «3g > vi SI6I ‘2 “ydeg 
(AS) 3 ulTyUBL |EZ6L ‘PL “ydag 
aoa AS 5, ploouo0g |Sz6l ‘Oz “ydeg 
aca 3 5 IOUIvM |FZ61 ‘93 ABI 
Bo oF re PIOUS |PZ6T ‘8a “UBL 
ered ULIBy TV Ainqueq |oz6t ‘g1 Ame 
SSL Oe ARE $ AinqMmon |Ez6t ‘9 Arne 
bo FL| Ir ‘Ady pasieyosiqg u0yng |ez6l ‘9 “4dag 
wa oe OSHOOH |SO6L ‘EZ “AVIA 
“aA rf IOUIB A, [SZ6l ‘bp Apne 
v9 5 i PO6L ‘SI “AON 
acG wWIey IV UlYUBIY |FZ6T ‘Sl “AON 
§ §&|1¢ ‘ydag ped uojurydoy |PZ6l ‘Sl ‘urs 
Famer A 59 = IZ6L ‘6 Avy 
eG - JoyluUuseyy |[Z61T ‘6 = ABI 
A A ¥ = Bao 9 += 9G 
yee A ULB 1V pLoouoy |OZ6I ‘SI “qeq 
Greet | 6602 1B 3 AInqdayuey |$Z61l ‘OG “ABIL 
el OTS Oe ag pod IH |SI6T ‘2 ‘uee 
Goines ULB} YW La}S9qOTYO |FZ6L ‘8 ABI 
“SAG °*M 

ibe yyeop UOISSIUIPB 
OUITT, 10 9S1VYOSIP JO 91Bq AO jo oqvq 





O1uQ 
pLoypeig 
p1oou0g 
u0jsog 
PIOTB eth 
OUIvIAL 
uapoMg 
PLPUSH 
Arnqueq 
qS1Oy Uy 
YIOK MON 
4908 JOOP] 
- PLOJpesrg 


UTE 
sedvung 
00000}U0H 


o10qs{[tH 


“4A “qtod MONT 


puvyoiy 
Aunqioyueg 
puvlouy 
Joyseyoryy 


eov[dyyaig 


88 


89 


L9 


dg 
(a") 


uuy “s[oyoIN 
BZTTOL “STOUSIN 

BI] ‘LOJSOOUBI[ 
DVIOP ‘Io, 
VP[YBVYL ‘OUIOUIMB FT 
‘qd ‘svyO “yyveH 
euuy ‘9A0b 
snaky ‘ULMpooL 
uvulldieyy ‘prnoy 
"y Arey ‘SMOTIIT 
VZYA ‘LOMO 
UPA ‘9OUlA 

"M (O04) ‘SuITMod 
Arey ‘Aq{oo 

"¥ SIqqy ‘xIBIO 
ydasor ‘radoog 
“WW BIA ft0q1"%O 
soug ‘10}J1VO 
YIoqVayy “osvyO 
ene ‘sourdg 
le[puvyyg ‘sokog 
‘TT uyor ‘uojnIg 
"gq J10yB MA SUMOIg 


oUIBN 








GHSQOOHSWTVY AINNOO MOVWIGCdHW LY SYACUVOd 





MERRIMACK COUNTY REPORT 


98 





| 





o10oqepus'T 








€ 8 | IT "0 _ pasieqpsiq UYU |PZ6T “ST “Sny Gg eruuy ‘ou A 
@ ag r oyoIqmog |SI6T ‘6Z ounf |  AeysoyouBy | 18 us]eH “SpooM 
9 . 98 » uopuoyT MON |PZ6I “LT “Ady | UwopuoT MeN | TZ "H “Oax) ‘SULeITTEM, 
ae | ” MOG |PZ6I “1G “URL MOG | 89 pot “Oo MA 
¢ OF »»  |PO6L ‘TS “AR urpyutery | c¢ | “AM YURI ‘uosduoyy, 
§ FI ULLYURLT |PZ6T *1Z “ydeg —— | — Arey ‘1901dg 
=~ BT ULB] FV plo0uo0g |FZ6I ‘OZ “ony ourV | 28 "HT ez Su09gB.149 
— [ |0e Avy  padsivyosiq Ainqueg |z6t ‘gr API +} 9) WBITFT ‘VOUBIOADS 
Z 2g a Iaysoyo1yO |Ez6rl ‘TZ sung Aunqueq | gF BSSIOIVN SUBUTYI0IG 
Zz «BG WUIBT FV Ul[yUBIA ITZ6L ‘OL “sny yynoursw08g | ZG vuluy SULOquBeg 
e@ @eg|9 4dog _ posreyosig uoMBoS0g IJI6L ‘El ABI usMBosog | 9 oluuar ‘TayIBOMYIVIS 
6 ag » ArnqiojueBy |AT6T “ZT “aee Ainqitoyue) | Zh | sIppy “ey JBeMyavag 
yo. 2G WIBy IV pioouo0y |IZ6l ‘2% ~“uBe Ioysoyouvy | 89 "f BJoy ‘U0 seg 
Z@ Oc| 1c AVI ped ulpyueig |ZZ6r ‘9 Ayar epeuey | ZL esuoydy “neepon 
ey A UlIBy FV ayorquieg j9T6L ‘24 oune pitoou0g | 28 sopavyyO ‘U010 N 
"SAG ‘AM 

poqyiod 

yyeop UOISSIUIPV > 
ss IO O8IBYOSIp Jo oeq MOT ote A | jo o3eq Sula Ueatey e Esti NS 











papnpuogp—HSQOHSWITV ALNNOO MOVWIYYEW LY SYdddvod 


MERRIMACK COUNTY REPORT 99 


Number inmates, December 31, 1923 83 
Number admitted during year 35 
Total 118 
Number discharged during year 29 
Number died during year 8 
Number remaining December 31, 1924 81 
Total 118 
Number boarders December 31, 1923 26 
Number admitted during year 13 
Total 39 
Number boarders discharged a 
Number boarders died D 
Number remaining December 31, 1924 29 
Total | 39 


Total number of inmates and boarders re- 
maining December 31, 1924 110 


Number weeks’ board furnished inmates and 
prisoners 5,422 


Average net cost per week $4.80 
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NUMBER OF INMATES AND BOARDERS DURING 
YEAR 1924, FROM CITIES AND TOWNS NAMED 


Allenstown 

Andover 
"Boscawen 

Bradford 

Concord 

Canterbury 

Chichester 

Danbury 

Epsom 

Franklin 2 

Hill 

Hopkinton 

Henniker 

Hooksett 

Loudon 

Newbury 

Northfield 

New, London 

Pembroke 

Pittsfield 

Sutton 

Salisbury 

‘Warner 

Webster 

Wilmot 

Bow 


bn Oo e bO 


ON 
NOON RFR KF WOH ONKEPrRR WNP DOWD Oo WY 


Total bisy 
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PRISONERS AT MERRIMACK COUNTY HOUSE OF 
CORRECTION YEAR ENDING DEC. 381, 1924 























N So 

ame = 

Baker, Fred 56 
Bassette, Walter 17 
Baker, Herbert 49 
Baker, Fred 56 
Bonett, Abner 46 
Beaulieu, Albert 25 
Brodie, Steven 50 
Bresnahan, Dan 26 
Burries, Chas. 39 
Casey, John 35 
Chesley, John 35 
Coflan, Donald 85 
Collins, Richard 38 
Chase, Henry C. 44 
Cox, Arthur 20 
Colby, Dora 22 
Colby, Earl 23 
Carey, Edward 46 
Chamberlain, Hattie | 62 
Clark, Olan 44 
Champaign, Nap. 43 
Cantara, Phebe 37 
Clough, George 43 
Clark, James 53 
Clark, James 24 
Casey, John 35 
Clark, James 53 
Chesley, Arthur 35 
Coflan, Donald 35 
Davis, Watson 21 
Doucette, Emil 25 
Drapeau, Joseph 26 
Duvall, Ernest 57 
Erkerson, John 60 
English, George 25 
Frazier, Fred 31 
Frazier, Fred 31 
Forcier, Edwin 22 
Fowler, Frank 47 
Gonitte, Roger 39 
Gereau, Joseph 37 








Pa en No ee ee No ee ee ee eee ee 
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Suncook 
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Concord 
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66 
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Franklin 
Concord 


Suncook 
Franklin 
Concord 
Bow 
Warner 
Concord 


Concord 
éé 


éé 
66 


Suncook 
Franklin 
Concord 
Boscawen 


Concord 
Hooksett 


Concord 
“é 


Suncook 
Franklin 


Franklin 
Concord 


Offense 


Drunk | 


Drunken driver 
Drunk 

Drunken driver 
Illegal possession 
Drunk 


6é 


6é 


Drunk 
‘é 
66 
6é 


Non-support 
Breaking and enter- 


ing 
Street walker 
Non-support 
Drunk 
Drunken driver 
Drunk 
Non-pay. of taxes 
Drunken driver 
Drunk 
Breaking and enter- 
ing 
Drunk 


“é 


Larceny 
Drunk 


Drunk and assault 


Drunk 
Drunken driver 


Drunk 


6é 
66 


Drunk 
Drunken driver 


W. D. 


PE OPRDE PDH WHR RoKlHe wpRonwAal DHRH HRNHO NMRORONAND 





Name 





Hutchinson, lra 
Hubbard, Charles 
Hebert, Lester 
Hult, Wm. 
Harrington, John 


Keenan, Wm. 
Knee, Frank 
Knee, Frank 
Kimball, Cleon 
Kline, Robert 
Kelley, Edward 
Kusick, Joseph 
Kramer, John 


Landry, Joseph 
LaRoache, Alfred 
Lindonen, John 
Landry, Peter 
Labee, Dennis 


Manard, Chester 
Mason, Nelson 
Moulton, Harvey 
Martell, Stephen 
McAdams, Daniel 
McGinnis, William 
Marshall, Alfred 
Mudge, Frank 
Mason, Nelson 
Marshall, Arthur 
Morin, John 
Murry, William 
Murphy, Morris 
Marshall, Alfred 
McKenna, Charles 


Neboneau, Arthur 
Nolan, Sam 


Pellitier, Joseph 
Pellian, Joseph 
Picard, Emile 
Perkins, Edna 


Redden, Jack 
Rothstein, Max 


Roy, Ernest 
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PRISONERS—Continued 














Offense 


Adultery 
Fornication 
Contempt of Court 
Disturbing peace 
Drunk 


Drunk 
Idle person 


Contempt of Court 
Idle person 
Drunk 


Assault 


Larceny 
Drunken driver 
Drunk 

Drunken driver 
Illegal possession 


Drunk 


Drunken driver 
Illegal possession 
Drunk 

Rum runner 
Drunk 
Non-support 

Idle person 
Drunk 


Drunken driver 
Drunk 


oe 


Illegal possession 


Idle person 
Drunk 


Breaking and enter- 


ing 
Non-pay. of taxes 


Drunk 


Breaking and enter- 


ing 
Illegal possession 


WD: 


| no 
COR CON RERO 


se 
HH Be O10 HF 00 00 00 OO 
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12 
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PRISONERS—Concluded 








Name 


Ricard, Olivia 
Sweet, Sylvesta 


Seagliotti, Herbert 


Seymore, Alfred 


Tenny, Warren 
Traver, Fred 
Tetro, Sylva 


Tucker, Fred 
Uniac, James 


Vining, Edward 
Vincent, Arthur 


Wells, Arthur 
Woodworth, Fred 
Wells, Arthur 
Wade, Frank 
Welsh, Wm. 














i> 
bo £5 Sent from 
< te 
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48 | 1 | Hooksett 
55 | 2 | Concord 
43% 
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Offense 


Illegal possession 
Illegal possession 
Reckless driving 


Larceny 
Drunken driver 


Breaking and enter- 


ing 
Drunk 


Drunk 


Drunken driver 
Drunk 


Non-support 
Drunk 
Non-support 
Illegal possession 
Drunk 
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Number of prisoners in House of Correction, 


December 31, 1923 Az 
Number committed during year 88 99 
Discharged during year 85 
Escaped during year 5 
Number of prisoners in House of Correction, 

December 31, 1924 9 99 


Prisoners at House of Correction from cities and towns 
named: 


Bow 

Boscawen 

Concord | 6 
Franklin 1 
Hooksett 3 
Pembroke 9 
Warner 1 

Respectfully submitted, 


J. M. Lorpen, 
Master of House of Correction. 


In closing this eighth annual report of the Merrimack 
County Farm it is again a real pleasure to express an 
appreciation to all those who have aided in making this 
a successful year. The ever-ready co-operation of the 
Commissioners and the faithful and untiring efforts of 
the officers of the Farm have been large factors in this 
year’s advance. 

The health of the inmates, which is ever a keen problem, 
has been very well taken care of by Dr. E. T. Drake of 
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Franklin, who has responded faithfully to our many 
needs. 

The spiritual welfare of the institution has been care- 
fully guarded by the Rev. Daniel McIntyre of Boscawen 
and Rev. Father Feenan of Franklin, 

We also take advantage of this opportunity to ex- 
press generous thanks to the societies, organizations and 
our many individual friends outside the farm who have 
very thoughtfully contributed entertainments, books, 
fruit and other commodities which have helped to bring 
pleasure to the people who are here under our charge, 
especially during Christmas and other holidays. 

In conclusion we wish to extend a cordial invitation to 
the citizens of the county to’ visit their institution. 
Spend a little time going through the buildings, look the 
stables and farm over, and get acquainted with what is 
going on at the County Farm. 


Respectfully submitted, 
_J. M. Lorpen, 
Superintendent. 
' BELLE E. LORDEN, 
Matron. 
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PHYSICIAN’S REPORT 


DEATHS AT MERRIMACK COUNTY FARM DURING 





Name 





Joseph Johnson 
Celina Duframe 
John L. Bruton 
Chandler Boyce 
Thomas Quinn 
Alphonse Nedeau 
Susan Dorothy 
Edwin Broadley 
Alex Bolduc 
John Walker 
James Oglivee 
Joseph Cooper 
Fred J. McDonald 
Frank Chase 





BIRTHS AT 


Name 


Rachel C. Badger 
Kathelyn F. McKay 
Mordce A. Veniette 











YEAR 1924 
Boarder © Date 
or inmate a of death 
Inmate 85 | Jan.’ 12 
‘i 86 | Mch 2 
Boarder 78 |Mch. 11 
. 71 \ Meh. © 23 
Inmate 86 |May 16 
Boarder | 72 | May ° 21 
Inmate 64 | June 4 
+s 76.,0une., 22 
co 74 |Sept. 16 
*y 71 |Sept. 13 
41 100 |Sept. 16 
Boarder | 68 |Sept. 21 
Inmate 51.|Sept. 23 
Be Oct. 6 
} 








Cause of death 


Valvular heart disease 
Cerebral hemorrhage 
Valvulur heart disease 
Cancer of face 
Arteriosclerosis 


Articular rheumatism 
Chronic Bright’s dis. 
Arteriosclerosis 
Cancer of face 
Arteriosclerosis 
Cerebral hemorrhage 


Valvular heart disease 
‘é ce “eé 


MERRIMACK COUNTY FARM, 1924 


Boarder or inmate 


Inmate 
oe 


6é 


Date of birth 


June 29, 1924 
May 18, 1924 
Dec. 17, 1924 


Respectfully submitted, 


Ervin T. Draxs, M. D. 


REPORT OF THE CHAPLAIN 


For the second time it is my privilege to report the 
work done as chaplain at the County Farm. The ser- 
vices held twice a month on the first and third Sunday 
afternoons have been well sustained. In fact, the in- 
terest is decidedly on the increase. A quartette in 
charge of Mrs. Lorden, Mrs, Chase and Mrs. Watson 
assures us of singing by all and occasionally a solo or 
duet by someone who is willing to volunteer. All who 
can are lending the helping spirit in all these services, 
and it is certainly appreciated. The chaplain has con- 
ducted three funeral services during the year. On the 
occasions when he has visited this institution he has 
felt the warmth of Christian friendship and enjoyed the 
genuine hospitality extended. It has been a bright and 
happy year marred only by the three weeks of forced 
absence by the Superintendent when in the hospital for a 
Serious operation. He has returned to us a better man 
physically and more admired as a friend and respected 
as an official and leader. Our prayers were answered. 

Christmas was even a grander success this year than 
ever before. More were in attendance and none were 
forgotten by the friends of the county. It did us all 
good to see Santa Claus officiating in the capacity of 
Messrs. Britton, McQuilkin, and Holmes. Dr. Shaw and 
his able entertainers from Franklin were certainly at 
their best and highly appreciated. Our local talent 
presented by our musical leaders and the Christmas poem 
read by Mrs. Forsaith reached attentive ears. This 
Christmas occasion will be held in memory by the in- 
mates for a long season of years. Let us brighten their 
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lives for He has told us ‘‘The poor we shall always have 
with us.”’ 

We want to thank for a second time the members 
of the Boscawen Dramatic Club because on November 
11 they brought to the Farm the drama, ‘‘ Aaron Slick 
of Pumpkin Crick.’’ Come again, brethren! When you 
present something akin to ‘‘Uncle Josh’’ or ‘‘Aaron’’ to 
the home people, remember that the Farm people will ap- 
preciate you even more. Let us hear from other towns 
near Gerrish and bring an evening of joy into saddened 
lives. 

Respectfully submitted, 


DANIEL MCINTYRE. 


REPORT OF CLERK OF SUPERIOR COURT 


To the Commissioners of the County of Merrimack: 


I respectfully present my report for the year 1924, 


To 


By 


Merrimack County to George M. Fletcher, Dr. 


express $1.59 
telephone calls 0 
Brown & Saltmarsh, office supplies 3.45 
typewriter ribbon 1.00 
postage 5.00 
directory 8.00 
47 records to Vital Statistics 4.70 
writing 461 pages judgments 114.87 
268 certificates to judgments 21 44 
30 indictments, 2 informations 9.60 
attendance at court April term, 1924, 73 days 365.00 
allowance 1,165.00 

$1,700.15 
cash 25 dockets $50.00 
fine and costs State v. McGowan 110.24 
costs State v. Bowers 10.00 
costs State v. Heartz 20.00 
fine and costs State v. McMahon 120,00 
fine State v. Nicotia 100.00 
fine and costs State v. McClue 62.18 
costs State v. St. John 11.65 
costs State v. Ricord 15.74 
costs State v. Seymour 25.00 


fine and costs State v, Sullivan 105.00 


110 


By 
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65 equity entries $58.50 
7 criminal appeals 6.30 
145 civil entries 130.50 
telephone calls 45 
balance due clerk 874.59 


$1,700.15 


Approved by the Court and order drawn for $874.59, 
June 20, 1924. 


To 37 records to Vital Statistics $3.70 
index cards 8.68 
express 38 
pens 3.50 
postage 12 
typewriter ribbon 1,00 
repairing clock 4.00 
toll call .20 
County Treasurer one-half expense capture 

of George L. Hause 973.48 
writing judgments, 207 pages 51.75 
126 certificates to judgments 10.08 
19 indictments and information 5.70 
County Treasurer, bail forfeited and interest, 

State v. Roy 1,024.72 
attendance October term, 81 days 405.00 
attendance July 2, Sept. 18, and Oct. 28 15.00 


allowance Oct. term 1,250.00 


$3,764.91 
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By cash 33 dockets 
toll ealls 
for pens from Register of Probate 
fine State v. Beaulieu 
fine and costs State v. Russell 
costs State v. Clark 


costs State v. Morey 
costs State v. Babcock 
costs State v. Dyer 

costs State v. Potwine 
costs State v. O’Brien 
costs State v. Brunk 
costs State v. Bocar 
costs State v. Fagan 
costs State v. Davidson 
costs State v. Provenchia 
costs State v. Derby 
costs State v. Blackwood 
costs State v. Lacaillade 
costs State v. Ahern 
costs State v. Speed 
costs State v. Tetreault 


cash State Treasurer one-half expense 


capture of George L. Hause 


cash bail forfeited and interest State v. 


Roy 
202 civil and 92 equity cases 
23 criminal appeals 
balance due clerk 
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$66.00 
1.75 
1.00 
200.00 
60.00 
10.00 
15,00 
15.00 
15.00 
25.00 
75.00 
75.00 
75.00 
75.00 
75.00 
25.00 
100.00 
75.00 
50.00 
75.00 
50.00 
75.00 


973.48 


1,024.72 
264.60 
20.70 
247.66 


$3,764.91 


Approved by the court and order drawn for $247.66, 


January 13, 1925. 


George M. FLETCHER, 


Clerk. 


REPORT OF THE COUNTY SOLICITOR 


To the Commissioners of the County of Merrimack: 


I hereby submit my report for the year ending Decem- 
ber 31, 1924. 

At the April Term of the Superior Court the Grand 
Jury found 26 indictments against 23 individuals as fol- 
lows: 


Illegal cohabitation 
Automobile law 
Non-support 


Murder 2 
Robbery 6 
Assault with intent to kill 2 
Breaking and entering a) 
False pretences af 
Larceny 3 
Adultery 3 

1 

2 

1 


In May Leo A. Roach was tried, convicted of murder 
and sentenced to State Prison for life. In November 
George L. Hause was tried, convicted of murder and sen- 
tenced to be hanged November 17, 1925. 

The six men indicted for robbery were all sentenced 
to serve terms in State Prison as was one man indicted 
for assault with intent to kill. The other indictment for 
assault was against Hause. 

Four of the five men indicted for breaking and enter- 
ing were committed to the House of Correction and the 
fifth received a suspended sentence because of his youth 
and other circumstances. 
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The man indicted for false pretences was committed 
to State Prison, and two of the adultery cases were com- 
mitted to jail. The other cases either received suspended 
sentences or were dropped. 

In addition to these cases there were ten appeal cases 
from municipal courts which were disposed of. 

This Term saw the largest number of serious cases dis- 
posed of in my experience and I believe that never be- 
fore in the history of the County has it been subjected to 
such an invasion of lawlessness from without. 

At the October Term the Grand Jury returned 15 in- 
dictments as follows: 


Robbery 

Larceny 
Embezzlement 
Adultery 

Illegal cohabitation 
Breaking and entering 
Conspiracy 


He eH IP w oo DO 


Of these cases four have been committed to State Prison, 
four have forfeited their bail and the rest have received 
fines or suspended sentences. This term is made notable 
by. the fact that Merrimack County will collect over 
$8,000 in bail money as the situation now stands. In ad- 
dition to the above cases about twenty appeal cases have 
been disposed of, 

The record of the year has been made possible only by 
the continued co-operation and efficiency of all officers 
interested in the enforcement of the law. I especially 
acknowledge the help of the Sheriff and his deputies, 
the Concord Police Department, and Irving A. Hinkley 
during his term as Attorney General. 


HERBERT W. RAINIE, 
Solicitor. 


SHERIFF’S REPORT 


To the Commissioners of the County of Merrimack: 


Gentlemen :—I herewith submit my report for services 
and expenses for the Superior Court from April 1, 1924, 
to January 1, 1925. 


Apri TERM, SUPERIOR Court, 1924 


George A. Wooster, sheriff, 73 days $365.00 
Arthur Clark, deputy sheriff, 11 days 55.00 
Lewis Cass, deputy sheriff, 12 days 60.00 
Winfred Emerson, deputy sheriff, 10 days 50.00 
Walter Bosworth, deputy sheriff, 12 days 60.00 
George Clark, deputy sheriff, 20 days 100.00 
Will H. Milton, deputy sheriff, 30 days 150.00 
Leslie C. Trow, deputy sheriff 9 days 45.00 
Leon Annis, deputy sheriff, 3 days 15.00 
Harry Gray, deputy sheriff, 12 days 60.00 
‘Walter Bean, deputy sheriff, 2 days 10.00 
D. Sweeney, food furnished jurors 42.48 
Transporting prisoners to and from the jail 10.00 

HKagle & Phenix Hotel Co., board and rooms for 
Roach jury 359.50 
Rev. E. A. Rockwell, Chaplain 4.00 
$1,385.98 


OcTOBER TERM, SUPERIOR CourT, 1924 


George A. Wooster, sheriff, 81 days $405.00 
Arthur Clark, deputy sheriff, 9 days 45.00 
Lewis Cass, deputy sheriff, 8 days 40.00 
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Winfred Emerson, deputy sheriff, 5 days $25.00 
Walter Bosworth, deputy sheriff, 20 days 100.00 
George Clark, deputy sheriff, 19 days 95.00 
Harry Gray, deputy sheriff, 9 days 45.00 
Ledlie C. Trow, deputy sheriff, 3 days 15.00 
Will Milton, deputy sheriff, 27 days 135,00 
Leon Annis, deputy sheriff, 15 days i tS.00 
George Belisle, deputy sheriff, 34 days 170.00 
D. Sweeney, food furnished jurors . 131,29 
D. Sweeney, meals furnished George Hause 5.75 
Eagle annd Phenix, beds for jurors 13.00 
Eagle and Phenix, board of Hause jury and doctors 234.75 
Auto taking Will Milton, deputy sheriff, home . 4.00 
Transporting prisoners to and from the jail 10.00 
Rev. E. A. Rowell, chaplain 4.00 

$1,552.79 


In submitting this report, gentlemen, I want to take 
this opportunity to thank you for courtesies shown me 
in the year nineteen hundred and twenty-four. I also 
want to extend my thanks to the Clerk of the Court, 
County Solicitor, all my deputies and the police depart- 
ments in the various cities and towns. I acknowledge 
with deep appreciation the wonderful vote I received in 
the November election which re-elected me High Sheriff 
for the county for one more term. It was gratifying to 
me and to my deputies. 


Respectfully submitted, 


GrorGcr A, WOOSTER, 
Sherwff. 


Ain 


JAILOR’S REPORT 


To the Commissioners of the County of Merrimack: 


Gentlemen:—I herewith submit the report of the 
number of prisoners confined in Merrimack County Jail 
since the last report of January 1, 1924, as shown by the 
records of the jail. 


Number in jail January 1, 1924 19 


Number committed to jail from January 1, 1924, 
to January 1, 1925 | 53 
Total number 72 
Number discharged and sentenced from January 1, 
1924, to January 1, 1925 68 
Number in jail January 1, 1925 4 


GrorGE A. WOOSTER, 
Jatlor. 


’ 








